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INTRODUCTION 



The climate data in this document was obtained from the WNTC 

Water Supply Forecasting Division. For most stations the data 

reflects the appropriate climate recorded during the time that 
data was col lected. 

For stations that have incomplete data sets or a collection 
period that has not been long enough, anomRlies will be seen in 
the number of growing degree days and precipitation predictions 
both high and low for the 2 years in 10 columns. Therefore, care 
needs to be exercised in the interpretation of growing degree 
day? and precipitation predictions. The remaining data appears 
to be quite useful for these stations. As better information is 
obtained from reporting stations, revised pages w i I ! be provided 
periodical ly. 

This data is to be used in addition to any other sources now 
being used to develop climatic info rm at! on for SCS prog rams and 
projects. Some examples are: inclusion in Section I-D of the 

Technical Guide, Range Site descriptions, Soil Survey Reports, 
and any other documents that need information in regard to 
climate. For counties that do not have any data in this report, 
they may use adjacent county information that is applicable. Any 
of the data provided may be reproduced as needed for local use. 
Only a limited number of complete copies for the entire state 
will be ma I n ta i ned . 

This climate data has been arranged alphabetically by county for 
each SCS area in the state. 
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TAPS Station : CEDAREDGE, 1440 
start yr. - 1948 end yr. - 1988 





Temperature 


Precipitation 




| 




2 years in 10 






2 yrs in 10! 




1 




will have 


avg 




will have ! average 




I 






no. of 




i i f 


* 








Month 


avg ! avg 


avg 


max 


mi n 


grow'n 


avg 


less! more! days with 




dai ly !dai ly 




temp. 


temp. 


degree 




than! than! 0.10 inch 




max ! min 




>than 


<than 


days* 


(in.) 


(in.)! (in.)! or more 


January 


38.5! 15.8 


27.2 


57 


-9 


4 


0.91 


0.33! 1.40! 3 


February 


44.0! 20.2 


32.1 


62 


-4 


14 


0.84 


0.33! 1.30! 3 


March 


51.8! 26.1 


38.9 


70 


7 


73 


1.13 


0.42! 1.72! 4 


Apr! 1 


61.8! 33.1 


47.4 


79 


16 


243 


0.83 


0.44! 1.27! 3 


May 


71.6! 41.4 


56.5 


87 


27 


511 


1.11 


0.46! 1.70! 3 


June 


82.2! 49.6 


65.9 


95 


34 


777 


0.74 


0.19! 1.21! 2 


July 


87.7! 56.0 


71.8 


96 


46 


986 


0.89 


0.381 1.33! 2 


August 


85.2! 53.9 


69.5 


95 


42 


916 


1.21 


0.48! 1.81! 3 


September 


77.8! 46.2 


61.9 


91 


30 


657 


1.17 


0.29! 1.86! 3 


October 


65.6! 35.9 


50.8 


81 


19 


344 


1.39 


0.68! 2.28! 3 


November 


49.9! 25.4 


37.6 


69 


4 


64 


1.03 


0.50! 1.48! 3 


December 


40.1! 18.0 


29.1 


57 


-4 


5 


1.02 


0.461 1.50! 3 





, 














Yearly : 


1 














1 








-, 






Average 


63.0! 35.1 


49.1 






















Extreme 


103! -24 





97 


-12 












, , 


Total 








4594 


12.31 


8.28!15.04! 35 


1 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : CEDAREDGE, 1440 
start yr. - 1948 end yr. - 1988 







Temperature 




Probabi 1 ity 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


May 2 


May 13 


May 31 


2 year in 10 later than 


April 27 


May 8 


May 25 


5 year in 10 later than 


April 17 


April 28 


May 15 


First freezing temperature 
1 n f all : August-Nov. 








1 yr in 10 earlier than 


October 13 


September 26 


September 18 


2 yr in 10 earlier than 


October 18 


October 2 


September 23 


5 yr in 10 earlier than 


October 27 


October 13 


October 3 



GROWTH Station : CEDAREDGE, 1440 
start yr, - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


lity 


# days > 24F i 


# days > 28F 


# days > 32F 


9 years 


in 10 


158 


143 


118 


8 years 


in 10 


165 


150 


126 


5 years 


in 10 


179 


164 


140 


2 years 


in 10 


194 


177 


154 


1 year 


in 10 


201 


184 


161 
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TAPS Station : DELTA, 2192 

start yr. - 1900 end yr. - 1988 



Month 


Temperature 


Free i p i tat ion 


i i 

i i 

i i 
i i 


2 years in 10 
will have 


avg 
no. of 
grow'n 
degree 
days* 


!2 yrs in 10! 
! will have ! average 


t i 

avg I avg ! avg 
dai 1 y ! dai ly 1 
max I min ! 


max 
temp . 

>than 


ml n 
temp. 
<than 


avg ! less! more! days with 
! than! than! 0.10 inch 
( i n.> ! < i n.) ! ( in.) ! or more 


January 

February 
March 
Apr! 1 
Ma/ 
June 
Jul / 
August 
September 
October 
November 
December 


38.8! 12.1! 25.4 
47.2! 19.1! 33.1 
57.3! 26.0! 41.6 
67.6! 33.9! 50.8 
77.5! 41.9! 59.7 
87.9! 48.6! 68.3 
93.0! 54.9! 74.0 
90.1! 53.0! 71.6 
82.6! 44.2! 63.4 
70.2! 33.5! 51.8 
53.6! 22.8! 38.2 

40.9! 14.9! 27,9 

i i 


59 
66 
76 
85 
93 
101 
102 
101 
96 
87 
73 
60 


-14 
-5 
8 
16 
26 
35 
42 
40 
28 
18 
4 
-8 


3 
19 
118 
329 
615 
865 
1060 
979 
698 
374 

62 
er 


0.48! 0.18! 0.75! 1 
0,40! 0.15! 0.64! 1 
0.55! 0.16! 0.93! 2 
0.63! 0.22! 0.98! 2 
0.77! 0.25! 1.24! 2 
0,47! 0.12! 0.84! 1 
0.66! 0.27! 1.02! 2 
1.03! 0.46! 1.54! 3 
0.93! 0.26! 1.49! 2 
0.95! 0.42! 1.57! 2 
0.54! 0.17! 0.85! 1 

0.47! 0.17! 0.75! 1 
i i i 




i i 
i i 








~" i ~~ i , 
i i i 


Yearly : 


i > 








( ( f -. -_ 
1 1 1 


i ~ i 








_ ( ( _ _ ( - _ 
1 1 


Average 


67.2! 33.7! 50.5 

i i 








~ 1 1 * 1 "" ~ ~-~ 
1 1 1 








_ ( ___ f t 
1 1 1 


_ _.__ 
Extreme 


109! -36! 
i i 


105 


-16 




"" "~ 1 ~" 1 *"*~ 1 ~~~ 
I 1 1 




_ ( ____ f _ ( 
1 1 1 


Total 








5127 


7.87! 4.641 9,77! 20 
i > > 


i i 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and ffiinumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : DELTA, 2192 
start yr. - 1900 end yr. - 1988 





Temperature 


Probabi 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 










1 year in 10 later than 


Apri 1 


29 


May 13 


May 27 


2 year in 10 later than 


Apri 1 


23 


May 8 


May 21 


5 year in 10 later than 


Apri 1 


14 


April 28 


May 10 


First freezing temperature 
in fal 1 : August-Nov. 










1 yr in 10 earlier than 


October 


6 


September 26 


September 15 


2 yr in 10 earlier than 


October 


12 


October 1 


September 20 


5 yr in 10 earlier than 


October 


21 


October 11 


September 29 



GROWTH Station : DELTA, 2192 
start yr. - 1300 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


155 


138 


_ __ 
116 


8 years 


in 10 


163 


145 


124 


5 years 


in 10 


177 


160 


140 


2 years 


in 10 


191 


174 


156 


1 year 


in 10 


198 


181 


164 



TAPS Station : MESA LAKES, 5520 
start yr. - 1971 end yr. - 1979 





Temperature 


Precipitation 






! 


2 years in 10 




12 yrs in 10! 






[ 


wi 1 1 have 


! a 


g ! ! wi 1 1 have ! average 






i 




no, of 


1 | i 










Month 


avg 


avg ! avg 


max 


m i n 


grow' n 


avg ! less! more! days with 




dai 1 y 


dai 1 y ! 


temp. 


temp. 


degree 


3 than! than! 0.10 inch 




max 


mi n ! 


>than 


<than 


days* 


( in. > I ( i n .) ! <in.) ! or more 


January 


27.2 


2.3! 14.8 


47 


-31 





2.48! 1.60! 3.29! 7 


February 


30.7 


5.9! 18.3 


45 


-24 





1.94! 1.25! 2.56! 5 


March 


34.1 


11.1! 22.6 


53 


-15 





2.52! 1.32! 3.58! 8 


Apr! 1 


41.0 


17.6! 29.3 


54 


9 


4 


2.881 2.04! 3.66! 7 


May 


52.3 


27.9! 40.1 


71 


10 


76 


1.771 0.34! 2.87! 4 


June 


64.6 


37.1! 50.8 


77 


19 


333 


1.53! 0.55! 2.34! 3 


Jul y 


69.4 


43.5! 56.5 


79 


32 


511 


2.23! 1.27! 3.08! 6 


August 


66.7 


41.9! 54.3 


76 


30 


444 


1.53! 0.92! 2.07! 4 


September 


58.8 


35.4! 47.1 


85 


21 


234 


1.85! 1.06! 2.55! 5 


October 


49.1 


26.3! 37.7 


63 


1 


55 


3.11! 0.89! 4.91! 6 


November 


35.7 


14.2! 24.9 


54 


-18 


2 


2.44! 1.03! 3.64! 5 


December 


29.6 


5.0! 17.3 


48 


-23 





2.29! 1.04! 3.35! 7 




























i i r _ 


Yearly : 




i 








i i i 













i i i 






i 








I i I 


Average 


46.6 


22.4! 34.5 








i i i 














i 








' I i 






i 








"~ i t i 


Extreme 


80 


OC ' 

,30 ( ~ . 


81 


Ob 




i I i 










1 








i I i 


"" ""*" P "*~ - 




1 








i i ~ I "~ 


Total 




1 






1660 


26.56! 7. 31132. 61! 67 














1 








- _'-_' ____ 



*A growing degree day is a unit of heat available for plant growth, 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : MESA LAKES, 5520 
start yr. - 1971 end yr. - 1979 







Temperature 




Probabi 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


June 21 


June 26 


June 29 


2 year in 10 later than 


June 15 


June 20 


June 23 


5 year in 10 later than 


June 6 


June 9 


June 13 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 earl ier than - 


September 22 


August 26 


August 10 


2 yr in 10 earl ier than 


September 24 


September 1 


August 18 


5 yr in 10 earl ier than 


September 30 


September 12 


September 1 



GROWTH Station : MESA LAKES, 5520 
start yr. - 1971 end yr. - 1979 



Daily Minimum Temperature 



Probabi 1 i ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


87 


66 


28 


8 years in 10 


93 


74 


40 


5 years in 10 


106 


89 


62 


2 years in 10 


118 


105 


85 


1 year in 10 


124 


113 





97 
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TAPS Station : EAGLE FAA AP, 2454 
start yr. - 1948 end yr. - 1988 





Temperature 


Preci p i tat ion 




: i 


2 years in 10 




\2 yrs in 10! 




i i 


wi 1 1 have 


avg 


! wi 1 1 have ! average 




i i 




no. of 


q l 1 / 


> 






Month 


avg ! avg ! avg 


max 


mi n 


grow 1 n 


avg ! less! more! days with 




da i ly Ida t 1 y ! 


temp . 


temp. 


degree 


! than! than! 0. 10 inch 




max ! min ! 


>than 


<than 


days* 


( i n . > ! ( i n.) ! ( i n.) ! or more 


January 


34.1! 3.0! 18.5 


54 


-30 





0.88! 0.26! 1.38! 2 


February 


40.0! 8.6! 24.3 


58 


-23 


1 


0.57! 0.29! 0.82! 1 


March 


47.4! 18.5! 32.9 


68 


7 


18 


0.82! 0.40! 1.18! 2 


Apr i 1 


58.2! 25.4! 41.8 


77 


7 


113 


0.79; 0.30! 1.21! 2 


May 


69.0! 33.1! 51.0 


85 


18 


346 


0.85! 0.31! 1.30! 2 


June 


79.9! 39.3! 59.6 


93 


26 


587 


0.88! 0.221 1.40! 2 


July 


86.0! 46.0! 66.0 


95 


34 


806 


1.19! 0.57! 1.72! 3 


August 


83.3! 44.3! 63.8 


94 


31 


737 


1.06! 0.52! 1.53! 3 


September 


75.8! 35.6! 55.7 


91 


20 


471 


1.10! 0.37! 1.711 3 


October 


63.9! 25.4! 44.7 


81 


9 


178 


0.93! 0.35! 1,50! 2 


November 


46.9! 15.3! 31.1 


66 


-13 


13 


0.71! 0.35! 1.02! 2 


December 


35.4! 5.0! 20.2 


55 


-24 


1 


0.911 0.38! 1.36! 2 












t i i 












t ~ i -~ i 


Yearly : 


i i 


















i i i 


Average 


60.0! 25.0! 42.5 








i i i 








i ~ i i 




i i 








i i i 


Extreme 


QQ ' _CM ' 

3O i J 1 i 


96 


-33 




i ' i i ** 
i i i 




i i i 




i i 








i i i 


Total 


i 1 






3270 


10.69! 6.82113.361 26 


i i 








1 1 








i i i 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minimum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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fRj5T Station : EAGLE FAA AP, 2454 
start ,r. - 1948 end yr. - 1988 












Probabi \ ity 


24F or lower 


28F or lower 


32F or lower 


Lsgt freezing temperature 
tn spring : March-June 

1 ,e3- in 10 later than 
2 ^eir in 10 later than 


May 31 
May 25 


June 9 
June 4 


June 24 
June 20 


c , j*dr m 10 later than 


May 14 


May 26 


June 13 


"irst freezing temperature 
11 f ai 1 : August-Nov. 








I v " ' r < 10 earl r er than 


September 14 


September 1 


August 20 


' r m 10 earl ter than 


September 19 


September 6 


August 26 


" t'f < n 1U ear! i er than 


September 27 


September 16 


September 5 



>.dtu,n : EfiGj: FAA AP, 2454 
r. - iy48 eno yr, - 1988 





Dai ly Minimum Temperature 


<ty 


# days > 24F 


# days > 28F 


# days > 32F 


,n 10 


99 


86 


50 


in 30 


107 


93 


60 


in iO 


123 


107 


80 


m 10 


139 


120 


99 


' 10 


147 


128 


no 



I - 



TAPS Station : ALTENBERN, 0214 
start yr. - 1948 end yr. - 1988 



Month 


Temperature 


Prec i p i tat ion 


i 

i 

i 
i 

i 




2 years in 10 
wi 1 1 have 


avg 
no. of 

grow'n 
degree 
days* 


\Z yrs in 10! 
! wi 1 1 have ! average 


avg ! avg 
da i 1 y ! da i 1 y 
max ! min 


avg 


max 
temp. 
>than 


min 
temp, 
<than 


i - < number of 
avg ! less! moref days with 
! than! than! 0.10 inch 
<i n.) ! ( i n. > ! ( in.) ! or more 


January 
February 
March 

Apri 1 
May 
June 
July 
August 
September 
October 
November 
December 


35.7! 9.0 
42.5! 15.8 
51.1! 22.7 
61.7! 29.2 
71.7! 37.2 
82.8! 43.7 
88.9! 50.6 
85.4! 48.8 
76.8! 40.7 
65.1! 31.2 
49.5! 21.5 

38.2! 12.4 
i 


22.3 
29.2 
36.9 
45.5 
54.5 
63.2 
69.8 
67.1 
58.7 
48.1 
35.5 
25.3 


52 
60 
71 
79 
87 
96 
98 
95 
92 
82 
69 
56 


-18 
-10 

12 
21 
31 
38 
35 
25 
14 

-11 



4 
37 
144 
342 
518 
703 
608 
417 
200 
26 


1.40! 0.671 2.17! 4 
1.14! 0.44! 1.77! 3 
1.50! 0.58! 2.27! 4 
1.28! 0.70! 1.79! 4 
1.43! 0.64! 2.17! 4 
1.04! 0.20! 1.73! 2 
1.27! 0.63! 1.83! 3 
1.65! 0.60! 2.53! 4 
1.35! 0.42! 2.18! 3 
1.52! 0.64! 2.41! 4 
1.33! 0.57! 1.98! 4 

1.34! 0.53! 2.03! 4 
i i i 




i 










i i i 

1 1 h 


Yearly : 


__ _ ( _ 
i 











1 1 

1 1 l 


i 










( ____. f __- f _.,___ 
l 1 t 


Average 


i 
62.4! 30.2 


46.3 








1 1 1 

1 l 1 








1 1 1 
1 1 1 


Extreme 


101! -32 




99 


-20 




l 1 1 




~ 1 1 1 
1 t 1 


Total 


__ _ ( ___ 








3001 


16.26! 1.53! 1.53! 43 
i i i 


_ _ ( ___. 
i 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 



FROST Station : ALTENBERN, 0214 
start yr. - 1958 end yr. - 1988 



Temperature 


Probability 24F or lower 28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 










1 year in 10 later than 


May 13 


May 


31 


June 


17 


2 year in 10 later than 


May 7 


May 


26 


June 


10 


5 year in 10 later than 


April 26 


M~/ 


16 


May 


29 


First freezing temperature 
in fal 1 ; August-Nov, 












1 yr in 10 earlier than 


September 22 


September 


12 


August 


31 


2 yr in 10 earlier than 


September 29 


September 


18 


September 


6 


5 yr in 10 earlier than 


October 12 


September 


30 


September 


19 



GROWTH Station : ALTENBERN, 0214 
start yr. - 1958 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


133 


108 


83 


8 years 


in 10 


142 


116 


93 


5 years 


in 10 


158 


133 


112 


2 years 


in 10 


173 


149 


132 


1 year 


in 10 


182 


158 


142 



10 



TAPS Station : GLENWOOD SPRINGS WSO AP, 3359 
start yr. - 1900 end yr. - 1988 



Month 


Temperature 


Prec i p i ta t ion 




i 
i 
i 
i 


2 years in 10 
wi 1 1 have 


avg 
no. of 
grow'n 
degree 
days* 


!2 yrs in 10! 
! will have ! average 


avg 

dai 1 y 
max 


avg ! avg 
dai ly! 
min ! 


max 
temp. 
>than 


m i n 
temp . 
<than 


avg ! lessl more! days with 
! than! than! 0.10 inch 
< i n.) ! ( i n.) ! ( i n.) ! or more 


January 
February 
March 
Apri 1 
May 
June 
Jul y 
August 
September 
October 
November 
December 


36.9 
42.5 
50.8 
61.4 
71.9 
82.4 
88.4 
86.0 
78.2 
66.4 
50.0 
38.2 


11. 0! 24.0 
16.2! 29.3 
23.91 37.4 
30.9! 46.2 
38.0! 54.9 
43. 7! 63.0 
50.3! 69.3 
49.2! 67.6 
41.4! 59.8 
31.7! 49.1 
22.1! 36.0 

13.3! 25.8 
i 


53 
60 
71 
80 
88 
96 
99 
97 
92 
83 
70 
56 


-16 
-12 
1 
14 
24 
31 
38 
37 
27 
17 
-0 
-11 



5 
54 
206 
462 
684 
893 
845 
592 
285 
36 

iy 


1.47! 0.65! 2.17! 4 
1.63! 0.46! 2.571 4 
1.48! 0.57! 2.241 5 
1.65! 0.76! 2.41! 5 
1.38! 0.61! 2.07! 4 
1.13! 0.42! 1.77! 3 
1.30! 0.60! 1.94! 3 
1.54! 0.82! 2.17! 5 
1.53! 0.57! 2.36! 4 
1.42! 0.57! 2.17! 4 
1.11! 0.51! 1.68! 3 

1.34! 0.64! 1.94! 4 

i i i 






i ~~~ ~ 
i 









i i f 
i i i 


Yearly : 




i 
i 






*"" 


> i i 
i i i 




i 








*~ i , , 
i i i 


Average 


** 

62.8 


i 
31. OS 46.9 








"* i i i 
i < i 









~ i i t "~ 

1 1 9 


__ 
Extreme 


102 


OQ ' 
-JO i 

i 


99 


-19 




~" 1 1 *""" 1 
' ' ' 




1 t 1 
1 1 1 


Total 


_ _ 


i 
i 






4066 


1 II 1 

16. 97111. 06119. 67! 48 
i i i 




i 
i 







*A growing degree day is a unit of heat availablefor plant growth . 
It can be calculated by adding the maximum and minurnum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold ; 40.0 deg. F) 
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FROST Station : GLENWOQD SPRINGS WSO AP, 3359 
start yr. - 1902 end yr. - 1988 







Temperature 




Probabi f i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring r March-June 








1 year in 10 later than 


May 5 


May 26 


June 11 


2 year in 10 later than 


April 29 


May 19 


June 4 


5 year in 10 later than 


April 18 


May 4 


May 21 


First freezing temperature 
i n f a) 1 : August-Nov. 








1 yr in 10 earJier than 


October 4 


September 16 


September 8 


2 yr in 10 earlier than 


October 10 


September 23 


September 13 


5 yr In 10 earlier than 


October 20 


October 7 


September 24 



GROWTH Station : GLENWOOD SPRINGS WSO AP, 3359 
start yr, - 1902 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 28F 


* days > 32F 


9 years 


in 10 


142 


115 


97 


8 years 


in 10 


151 


126 


106 


5 years 


in 10 


169 


148 


124 


2 years 


in 10 


186 


169 


142 


1 year 


in 10 


195 


180 


151 
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TAPS Station : SHOSHQNE, 7618 
start yr. - 1948 end yr. - 1988 





Temperature 


Prec i p i tat ion 




! ! 


2 years in 10 






2 yrs in 10! 




] J 


wi 1 1 have 


avg 




will have i average 




t i 




no. of 




t \_ f 


> ' 




- - number of 


Month 


avg ! avg f avg 


max 


m i n 


grow'n 


avg 


1 ess ! more ! days wi th 




dai 1 y ! da I 1 y ! 


temp. 


temp. 


degree 




than! than! 0,10 inch 




max I min ! 


>than 


<than 


days* 


<in.) 


( i n .> ! ( i n. > ! or more 


January 


33.3! 15.8! 24.5 


51 


-13 





1.86 


0.87! 2.71! 5 


February 


41.4! 20.6! 31.0 


57 


-3 


I 


1.51 


0.74! 2.18! 5 


March 


49.3! 28.5! 38.9 


71 


10 


6 


1.89 


0.92; 2.73! 6 


Apr i 1 


59.2! 35.3! 47.2 


75 


21 


30 


2.17 


1.19! 3.03! 5 


May 


72.7! 44.7! 58.7 


87 


27 


74 


1.94 


0.79! 2.90! 5 


June 


83.1! 52.3! 67.7 


98 


37 


85 


1,28 


0.48! 2.00! 3 


July 


88.7! 58.9! 73.8 


99 


53 


107 


1.31 


0.63! 1.89! 4 


August 


87.7! 57.71 72.7 


99 


48 


101 


1.52 


0.811 2.15! 4 


September 


75.9! 47.4! 61.7 


89 


15 


65 


1.59 


0.43! 2.53! 4 


October 


65.3! 39.2! 52.3 


83 


18 


60 


1.88 


0.83! 2.87! 4 


November 


45.3! 27.2! 36.3 


68 


7 


5 


1.76 


0.97! 2.45! 5 


December 


34.1! 18.5! 26.3 


54 


1 





2.02 


0.83! 3.03! 6 




i < 










1 ' 


Yearly : 


1 ' 










' ' 


' i 










i i 




* i 










i i 


_ 


i i 










i i 


Average 


61.3! 37.2! 49.3 










i i 










, , 



Extreme 


100! -14! 


102 


-11 






1 ' 






i i 




i i 










i i 




i i 










i 


Total 


i i 






536 


20.73 


5.75! 5.75! 56 


i i 








h 1 










i i 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daity temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40,0 deg. F> 
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FROST Station : SHOSHQNE, 7618 
start yr. - 1949 end yr. - 1976 



Temperature 



Probabi 1 i ty 



24F or lower 28F or lower 32F or lower 



Last freezing temperature 
in spring : March-June 

1 year in 10 later than 

2 year in 10 later than-- 

5 year in 10 later than 

First freezing temperature 
in fat I : August-Nov, 

1 yr in 10 earlier than 

2 yr in 10 earlier than 
5 yr in 10 earlier than 



GROWTH Station : SHOSHONE, 7618 
start yr. - 1949 end yr. - 1976 





Daily Minimum Temperature 


Probabi 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


1 






8 years 


in 10 










5 years 


in 10 









2 years 


in 10 








1 year 


in 10 
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TAPS Station : BERTHOUD PASS, 0674 

start yr. - 1950 end yr. - 1985 





Temperature 


Prec i p i tat ion 




! 




2 years in 10 




!2 yrs in 10! 




! 




wi 1 1 have 


avg 


! will have ! average 




I 






no . of 


i * i_ f 1 








i - - - j number ot 


Month 


avg I avg 


avg 


max 


m i n 


grow'n 


avg ! less! more! days with 




da i 1 y ! dai 1 y 




temp. 


temp . 


degree 


! than! than! 0.10 inch 




max ! rnin 




>than 


< than 


days* 


( i n .) ! ( i n.) 1 ( i n.) ! or more 


January 


21.2! 1,4 


11.3 


40 


-27 





3.49! 2.18! 4.66! 11 


February 


24.2! 2.0 


13.1 


43 


-21 





2.90! 2.13! 3.62! 9 


March 


28.7! 6.2 


17.4 


46 


-16 





4.11! 3.07! 5.09! 12 


Apri 1 


36.2! 13.6 


24.9 


52 


_7 





4.43; 3.36! 5.42! 11 


May 


45.0! 23.1 


34.1 


59 


4 


21 


3.85! 2.01! 5.46! 9 


June 


54.2! 32.0 


43.1 


68 


16 


136 


2.23! 1.24! 3.31! 6 


Ju 1 y 


61.9! 39.2 


50.5 


73 


30 


327 


2.45! 1.54! 3.27! 8 


August 


59.9! 38.0 


48.9 


71 


27 


280 


2.63! 1.49! 3.64! 7 


September 


53.0! 31.0 


42.0 


67 


12 


115 


2.05! 1.20! 2.81! 5 


October 


42.4! 20.9 


31.7 


59 


1 


13 


2.36! 1.26! 3.32! 6 


November 


30.4! 9.8 


20.1 


50 


-13 





3.36! 2.16! 4.44! 10 


December 


23.2! 3.2 


13.2 


43 


-19 





3.63! 2.12! 4.97! 11 




i 










i < i 














i i i 


Yearly : 












i i i 












i i i 




i 










i i i 














iii ~ 


Average 


40.0! 18.4 


29.2 








i i i 








~ i i i 




i 










i i i 














i i - i 


Extreme 


76! -34 





75 


-31 




i i i 




i i i 




i 










i i i 












"" 


i i - - 1 - - 


Total 


i 








892 


37. 48121. 34M6.101 105 


, 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : BERTHOUD PASS, 0674 
start yr. - 1950 end yr. - 1985 







Temperature 




Probabi 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


June 27 


June 28 


June 30 


2 year in 10 later than 


June 22 


June 24 


June 27 


5 year in 10 later than 


June 13 


June 17 


June 23 


First freezing temperature 

in fal 1 : August-Nov. 








1 yr in 10 earlier than 


September 2 


August 16 


August 7 


2 yr in 10 earlier than 


September 8 


August 22 


August 12 


5 yr in 10 earlier than 


September 19 


September 4 


August 23 



GROWTH Station : BERTHOUD PASS, 0674 
start yr. - 1950 end yr. - 1985 



Daily Minimum Temperature 



Probabi 1 i ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


59 



47 


23 


8 years In 10 


66 


55 


33 


5 years in 10 


80 


70 


51 


2 years in 10 


93 


85 


69 


1 year in 10 


100 


92 


78 
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TAPS Station : FRASER, 3113 
start yr. - 1910 end yr. - 1974 



Month 


Temperature 


Preci p i tat ion 








2 years in 10 
wi 1 f have 


avg 

no, of 

grow'n 
degree 
days* 


,_ _ _., 

12 yrs in 10! 
! wi 1 1 have ! average 


avg 
dal ly 
max 


avg 
dai 1 y 
mi n 


avg 


max 
temp. 
>than 


m i n 
temp. 
< than 


avg ! less! more! days with 
! than! than! 0,10 inch 
( i n.) ! (i n.) ! < i n.) ! or more 


January 
February 
March 
Apr! 1 
May 
June 
July 
August 
September 
October 
November 
December 


28.5 
31.8 
36.8 
46.4 
57.9 
67.8 
73.4 
71.6 
65.3 
54.0 
39.2 
30.0 


-5.4 
-2.4 
4.1 
16.0 
24.1 
29.4 
34.4 
32.6 
24.9 
16.9 
5.9 
-3.5 


11.6 
14.7 
20.5 
31.2 
41.0 
48.6 
53.9 
52.1 
45.1 
35.5 
22.6 
13.2 


46 
49 
54 
65 
74 
80 
84 
83 
78 
70 
58 
49 


-40 
-36 
-23 
-12 
8 
17 
24 
20 
8 
j 
-25 
-35 





8 
88 
263 
428 
370 
170 
22 




1.61! 0.831 2.28! 5 
1.55! 0.83! 2.18! 5 
1.67! 0.98! 2.29! 6 
1.99! 1.08! 2.80! 6 
1.72! 0.91! 2.43! 5 
1.49! 0.65! 2.20! 4 
1.95! 0.98! 2.79! 6 
1.71! 0.94! 2.39! 5 
1.50! 0.58! 2.26! 4 
1.27! 0.55! 1.89! 3 
1,21! 0.61! 1.74! 4 
1.46! 0.72! 2.10! 4 
















i i i 


Yearly : 




























i i i 


Average 


50.2 


14.8 


32.5 
















i i ""* i "*** 


Extreme 


98 


-53 





85 


-44 




i i t 






Total 












1350 


19.12:i5.13!22.10: 57 













*A growing degree day is a unit of heat avai lable for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : FRASER, 3113 
start yr. - 1910 end yr. - 1974 







Temperature 




Probabi 1 ity 


24F or lower 


28f or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


June 25 


July 1 


July 1 


2 year in 10 later than 


June 20 


June 29 


June 30 


5 year in 10 later than 


June 13 


June 25 


June 28 


First freezing temperature 
in fal 1 : August-Nov. 








1 yr in 10 earl ier than 


August 9 


July 31 


July 29 


2 yr in 10 earl ier than 


August 15 


August 4 


July 31 


5 yr in 10 earlier than 


August 26 


August 13 


August 4 



GROWTH Station : FRASER, 3113 
start yr, - 1910 end yr. - 1974 





Daily Minimum Temperature 


Probabil 


ity 


# days > 24F ! * days ? 28F i 1 days > 32F 


9 years 


in 10 


27 


8 





8 years 


in 10 


35 


14 


4 


5 years 
2 years 


in 10 
in 10 


49 
64 


27 
39 


17 


1 year i 


n 10 


71 


46 


21 
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TAPS Station : GRAND LAKE 1 NW, 3496 
start yr. - 1948 end yr. - 1988 





Temperature 


Prec i p i tat i on 




; 




2 years in 10 




12 yrs in 10! 




! 




will have 


avg 


! will have ! average 




i 






no. of 


1 1 I ,, _ f 


i 








Month 


avg ! avg 


avg 


max 


m i n 


grow ' n 


avg 1 less! more! days with 




dai 1 y I dai 1 y 




temp. 


temp. 


degree 


! than! than! 0.10 inch 




max ! min 




>than 


<than 


days* 


<in.)!(in.)!(in.)! or more 


January 


30.3! 1.1 


15.7 


48 


-32 





1.69! 0.83! 2.43! 5 


February 


33.9! 2.8 


18.3 


51 


-29 





1.351 0.68! 1.94! 5 


March 


39.1! 9.2 


24.1 


56 


-21 





1.57! 0.91! 2.15! 5 


Apri 1 


48.3! 18.0 


33.1 


66 


7 


14 


1.84! 1.06! 2.53! 6 


May 


58.6! 26.4 


42.5 


74 


12 


115 


1.92! 1.061 2.68! 6 


June 


69.6! 32.0 


50.8 


82 


20 


322 


1.62! 0.71! 2,39! 4 


July 


75.1! 37.1 


56.1 


86 


26 


494 


2.19! 1.32! 2.97! 6 


August 


73.3! 35.7 


54.5 


85 


24 


441 


2.18! 1.12! 3.11! 6 


September 


67.2! 28.8 


48.0 


82 


14 


246 


1.72! 0.72! 2.56! 4 


October 


56.5! 21.2 


38.8 


72 


3 


56 


1.28! 0.52! 1.98! 3 


November 


40.4! 11.3 


25.8 


59 


-18 


1 


1.33! 0.75! 1.851 4 


December 


31.8! 3.2 


17.5 


49 


-26 





1.75! 0.82! 2.55! 6 




t 
i 












Yearly : 


1 












> 










1 ' ' 




i 










i i i 




i 












Average 


52.0! 18.3 


35.4 








i i i 








i i i 




i 










i i 


_ 
Extreme 


92! -43 




87 


-36 










Total 


1 








1688 


20.44113.61I25.19! 60 


i 




















_ _ ' _ ' 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : GRAND LAKE 1 NW, 3496 
start yr. - 1948 end yr. - 1988 







Temperature 




Probabi 1 ity 


24F or lower 


28F or lower 


32F or lowe 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


June 21 


June 30 


July 


2 year in 10 later than 


June 15 


June 26 


July 


5 year in 10 later than 


June 4 


June 20 


June 2( 


First freezing temperature 
in f al 1 : August-Nov, 








1 yr in 10 earlier than 


August 21 


August 5 


July 29 


2 yr in 10 earlier than 


August 27 


August 11 


August 2 


5 yr in 10 earlier than 


September 8 


August 23 


August 10 


dTH Station : GRAND LAKE 1 N 
rt yr. - 1948 end yr. - 19 


W, 3496 
88 







Daily Minimum Temperature 



Probabi f 


ity 


* days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


40 


17 





8 years 


in 10 


50 


26 


8 


5 years 


in 10 


69 


43 


23 


2 years 


in 10 


89 


61 


38 


1 year i 


n 10 


99 


70 


46 
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TAPS Station : GRAND LAKE 6 SSW, 3500 
start yr. - 1948 end yr. - 1988 





Temperature 


Preci pi tation 




i 


; 


| 


2 years in 10 






i 


2 yrs 


in 10! 






i 


i 


! 


w! 1 1 have 


avg 




; 


will 


have I 


average 




i 


i 


i 




no. of 




! 




i 


number of 


i 


1 









i 


Month 


avg I 


avg ! 


avg ! 


max 


m in 


grow'n 


avg ! 


1 ess! 


more! 


days with 




dai ly ! 


dai ly I 


! 


temp . 


temp. 


degree 




! 


than! 


than! 


0.10 inch 




max ! 


mi n ! 


; 


>than 


<than 


days* 


(in 


.)! 


(in.)I 


(in.)! 


or more 


January 


26.7! 


0.7! 


13.7; 


44 


-34 





1. 


04! 


0.49! 


1.51! 


3 


February 


30.5! 


1.9! 


16.2! 


48 


-31 





0. 


79! 


0.44! 


1.10! 


2 


March 


36.9! 


9.5! 


23.2! 


54 


-21 





0. 


98! 


0.62! 


1.31! 


3 


Apri 1 


46.9! 


19.8! 


33.3! 


64 


-6 


15 


1. 


14! 


0.64! 


1.58! 


3 


May 


58.1! 


29.3! 


43.7! 


73 


16 


145 


1. 


381 


0.80! 


1.91! 


4 


June 


68.5! 


36.0! 


52.2; 


80 


25 


367 


1. 


20! 


0.54! 


1.83! 


3 


July 


74.2! 


41.8! 


58.0! 


83 


31 


556 


1. 


53! 


0.91! 


2.09! 


4 


August 


72.3! 


40.7! 


56.5! 


82 


29 


510 


1. 


63! 


0.96! 


2.22! 


5 


September 


65.6! 


33.3! 


49.4! 


78 


19 


295 


1. 


201 


0.50! 


1.80! 


3 


October 


54.9! 


24.9! 


39.9! 


69 


9 


71 


0. 


93! 


0.37! 


1.45! 


3 


November 


39.4! 


15.6! 


27.5! 


57 


-10 


2 


0. 


92; 


0.48! 


1.30! 


2 


December 


29.4! 


5.7! 


17.6! 


48 


-25 





1. 


09! 


0.47! 


1.61! 


3 




i 


i 












i 


i 


i 






, 


"~ ~ i 










1 1 1 


Yearly : 


i 


i 


, 


















i 




1 










Average 


__ ( 

50.3! 


21.6! 


35.9! 










i 




, 















1 


1 




i 


i 


i 










i 


i 


i 






i 


i 


i 












i 






Extreme 


88! 


-46! 


1 


84 


-38 








i 


i 












, 


, 


Total 






1960 


13 


84 


9.55! 


16.68! 


38 




i 










i 




_ 










i 




_. ' 





*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minurnum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg r F) 
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= T Nation : GRAND LAKE 6 SSW, 3500 
r- , r . - 1948 end yr. - 1988 

* 







__ 


-^ 









Temperature 


.-..-. 


,_- 


"^Mb.hty 


24F or lower 


28F or lower 


32F or I 


.,~ 


.ast f reez ing temperature 
,- spr'fig : March-June 










. .uar m 10 later than 


June 1 


June 20 


June 


2 


1 , t ' C T- tn 10 later than 


May 27 


June 14 


Juno 


?> 


': ,if tn 10 later than 


May 17 


Jur- 4 


Juno 


U 


-.'^ freezing temperature 
,i f a ! i : August-Nov. 










I v- -i iO can ier than 


September 18 


August 28 


August 


10 


, <r i - 10 ear f i er than 


September 19 


September 2 


August 


16 


< ' n !0 egr i ier than 


September 25 


September 12 


August 


?7 



: GRAND LAKE 6 SSW, 3500 
b end yr. - 3988 



Daily Minimum Temperature 





# days > 24F 


# days > 28F 


1 days > 32F 


10 


91 


60 


33 


1C 


98 


70 


43 


10 


112 


88 


61 


10 


127 


107 


80 





134 


116 


89 
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TAPS Station ; HOT SULPHUR SP 2 SW, 4129 
start yr. - 1953 end yr. - 1981 





Temperature 






Prec 


ipi tat 


i on 






! 


i 


2 years in 10 






] 


2 yrs 


in 101 






1 


; 


i 


wi 1 1 have 


avg 




[ 


will 


have 1 


average 




j 


i 


i 




no. of 




; 




, 


number of 


i 


i 


i 






i 


Month 


avg 1 


avg 1 


avg 1 


max 


mi n 


grow 1 n 


avg 1 


1 ess 1 


more 1 


days with 




dai ly 1 


daily! 


; 


temp . 


temp . 


degree 




i 


than 1 


than! 


0.10 inch 




max ! 


m in ! 


1 


>than 


< than 


days* 


<' 


n.)l 


<in.) 1 


(in->! 


or more 


January 


28.5! 


0.8! 


14.61 


48 


-33 








.741 


0.241 


1.141 


3 


February 


32.61 


3.21 


17.9! 


51 


-23 








.64! 


0.251 


0.971 


3 


March 


40.21 


11.21 


25.71 


60 


-17 


3 





.91! 


0.541 


1,24! 


3 


Apri 1 


51.9! 


20.71 


36.31 


70 


2 


39 





.95! 


0.451 


1.39; 


4 


May 


64.0! 


28.8! 


46.41 


79 


13 


204 


1 


.19! 


0.65! 


1.75! 


3 


June 


73.7! 


35.4! 


54.61 


88 


23 


427 


1 


.231 


0.34! 


1.941 


4 


July 


80.8! 


41.0! 


60.91 


90 


29 


628 


1 


.281 


0.591 


1.87! 


4 


August 


78.4! 


38.9! 


58.6! 


89 


25 


521 


1 


.191 


0.751 


1.59! 


4 


September 


70.9! 


31.4! 


51.1! 


86 


16 


329 


1 


.351 


0.561 


2.21! 


4 


October 


60.1! 


22.2! 


41.2! 


76 


3 


107 


1 


.00! 


0.37! 


1.60! 


3 


November 


42.7! 


11.7! 


27.2! 


63 


-20 


3 





.73! 


0.36! 


1.05! 


3 


December 


31.0! 


1.7! 


16.41 


50 


-26 








.881 


0.39! 


1.37! 


3 




( I r 






~~ 1 1 1 
' ' ' _ 


Yearly : 


( ( _. f _- _ 






1 ~ 1 1 
III _ 


< I I 






1 1 1 










I 


i 


i 






__ 




j 


i 


* 




Average 


54.61 


20.61 


37.61 










i 


, 


, 














i 


* 


* 




i 


r 


i 










i 


i 


j 






i 


t 


I 











j 


i 


* 




Extreme 


94! 


-42! 


1 


91 


-36 






i 


i 


t 









i 


~~ j 


i 




i 


i 


i 










i 


i 


i 




Total 


1 


r 








2262 


12 


.081 


6.441 


t 
14.41! 


41 


i 


i 


i 








i 


i 


r 






___ 




i 




i 





*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold ; 40,0 deg. F> 



I - 23 



FROST Station ; HOT SULPHUR SP 2 SW, 4129 
start yr. - 1953 end yr. - 1981 



1 


Temperature 


Probabi 1 i fcy 


24F or lower 


28F or lower 


32F or lowei 


Last freezing temperature 
in spring i March-June 








1 year 


in 10 later than 


June 16 


June 29 


June 30 


2 year 


in 10 later than 


June 8 


June 22 


June 27 


5 year 


in 10 later than 


May 26 


June 11 


June 21 


Ff rst 
i n 


freezing temperature 1 
fal I : August-N<w, 1 






1 yr 


n 10 earlier than ISepternber 1 August 13 


August 6 


2 yr 


n 10 earlier than ISeptember 7 August 19 


August 11 


5 yr 


in 10 earlier than ISeptember 17 August 31 


August 22 


JWTH Station : HOT SULPHUR SP 2 SW, 4129 
art yr, - 1953 end yr. - 1981 



Daily Minimum Temperature 



Probsbi 


lity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


63 


43 


27 


8 years 


in 10 


74 


54 


35 


5 years 


in 10 


95 


74 


51 


2 years 


in 10 


116 


94 


67 


1 year 


in 10 


128 


105 


75 



I - 24 



TAPS Station : KREMMLING, 4664 
start yr. - 1946 end yr. ~ 1988 



Month 


Temperature 


Prec i p i tat i on 


> i 

r I 

i I 
i i 

i i 


2 years in 10 
wi 1 1 have 


avg 

no. of 
grow' n 
degree 
days* 


12 yrs in 101 
1 will have ! average 


i i 

avg ! avg ! avg 
dai ly Idai 1 y! 
max ! min ! 


max 
temp. 
>than 


mi n 
temp . 
<than 


avg 1 less! more! days with 
1 than! than! 0.10 inch 
(in.) 1 ( i n .) 1 ( i n. > ! or more 


January 
February 
March 
Apr! 1 
May 
June 
July 
August 
September 
October 
November 
December 


29.4! -0.3! 14.5 
33.41 1.7! 17.6 
42.9! 13.91 28.4 
55.01 21.91 38.5 
65.4! 29.41 47.4 
75.81 35.91 55.8 
81.71 42.3! 62.0 
79.5! 39.91 59.7 
72.31 31.41 51.8 
61.01 21.3! 41.1 
43.41 12.0! 27.7 

31.11 1.7! 16.4 
i i 


52 
53 
64 
72 
82 
88 
92 
90 
85 
77 
64 
53 


-38 
-34 
-17 

i 

1 3 
i \j 

22 
29 
27 
16 

-20 
-32 





Q 

60 
231 
446 
620 
574 
332 
97 
5 
1 


0.82! 0.30! 1.25! 3 
0.45! 0.12! 0.74! i 
0.71! 0.35! 1,031 3 
0.80! 0.471 1.16! 2 
1.23! 0.54! 1.82! 4 
1.09! 0.50! 1.69! 3 
1.57! 0,88! 2.18! 4 
1.58! 0.90; 2.18! 4 
1.03! 0.40! 1.56! 3 
0.92! 0,331 1.55! 2 
0.72! 0.32! 1.16! Z 

0.96! 0.33! i.48! 2 

i i i 




i ~ i 
i i 








i i """ i 
i i i 


Yearly : 


( -, ( -- 
1 1 








< ~~ i ~ i - 
i i i 


1 ~ 1 ~ 
1 1 








- i ~ i ~"~ i 
i i i 


Average 


1 ""- ( 

55.9! 20.91 38,4 
i i 








1 1 ~ : _ 
1 1 1 








( -. ( ( 
1 1 1 


Extreme 


941 -49! 

i i 


93 


-42 




-"- | | | 
1 1 1 




1 1 " 1 ~ 
1 1 1 


Total 


___ ( _ . ( ~. 
i i 


_ 




2376 


11.87! 5.27M3.46! 33 
i i i 


i ~~ i 
i i 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the araa (Threshold : 40.0 deg. F> 



I - 25 



FROST Station : KREMMLING, 4664 
start yr. - 1948 end yr. - 1988 



1 
1 




Temperature 




rVobabi 1 i ty t 


24F or lower 1 


28F or lower 


32F or lovs 


Last freezing temperature 
in spring : March- June 


\ 






1 year in 10 later than 


June 24 


June 23 


July 


2 year in 10 later than 


June 15 


Juris 19 


June \ 


5 year in 10 later than 


May 27 


June 10 


June 2 


First freezing temperature 
in fal 1 : August-Nov. 








1 yr in 10 earlier than 


September 1 


August 22 


August li 


2 yr in 10 earlier than 


September 6 


August 27 


August \\ 


5 yr in 10 earlier than 


September 17 


September 7 


August 2 



GROWTH Station : KREMMLING, 4664 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


59 


41 


13 






i 






8 years 


in 10 


71 


52 


26 


5 years 


in 10 


93 


75 


51 


2 years 


in 10 


115 


97 


77 


1 year 


in 10 


127 


109 


90 













- 26 



TAPS Station : WILLIAMS FORK DAM, 9096 
start yr. - 1982 end yr. - 1988 











Temp 


eraturc 








Prec 


ip i tati 


on 




; 




; 


; 


2 years 


> in 10 






!2 yrs 


in 10! 






! 




! 


| 


will 


have 


avg 




! will 


have ! 


average 




i 




i 


i 











i 


i 


i $ 




1 




1 


> 










i 


i 




Month 


avg J 


avg 


j 
i 


avg ! 


max 


min 


grow' n 


avg 


! less! 


more! 


days with 




dai ly ! 


dail 


y: 


I 


temp. 


temp . 


degree 




1 than! 


than! 


0.10 inch 




max ! 


mm 


i 

i 


1 


Hhan 


<than 


days* 


(in.) 


! (i n.) ! 


(in.)! 


or more 


January 


26.1! 


-4. 


2! 


11.0! 


49 


-25 





0.41 


! 0.17! 


0.61! 


1 


February 


31.8! 


0. 


3! 


16.0! 


52 


-32 





0.83 


! 0.34! 


1.24! 


1 


March 


42.1! 


11. 


8! 


27.0! 


62 


-15 


4 


1.14 


! 0.67! 


1.56! 


4 


April 


50.5! 


20. 


0! 


35.2! 


73 


-2 


43 


1.81 


! 1.30! 


2.291 


6 


May 


62. OS 


29. 


41 


45.7! 


77 


17 


199 


1.34 


! 0.99! 


1.67! 


5 


June 


71.6! 


35. 


9! 


53.7! 


84 


25 


412 


1.54 


! 0.80! 


2.20! 


5 


Jul y 


76.9! 


42. 


1! 


59.5! 


88 


32 


605 


2.98 


: 2.101 


3.79! 


7 


August 


77.0! 


41. 


1! 


59.0! 


86 


31 


590 


1.62 


; i.is! 


2.06! 


5 


September 


67.6! 


31. 


7! 


49.7! 


83 


14 


301 


2.00 


! 0.96; 


2.90! 


5 


October 


55.5! 


22. 


3! 


38.9! 


70 


9 


59 


1.50 


! 0.98! 


1.971 


5 


November 


40.5! 


12. 


5! 


26.51 


62 


-8 


5 


1.39 


! 0.61! 


2.06! 


4 


December 


30.2! 


2. 


5! 


16.3! 


54 


-27 





0.89 


! 0.32! 


1.37! 


3 




( 




, 


i 










, , 













i 


i 






* ~~ 










V 1 


i 




j 


i 










1 1 


i 






' 




i 


' 










1 ' 








i 




i 


i 










I 1 


i 




*" 


i 




r 




_ _ 








1 ' 






Average 


u.D i 


U. 




ob.Oi 











1 ' 


1 






i 




i 


i 










1 1 


i 




r 






f\ I 


















Extreme 


oy i 






, 










' ' 


, 




~" 


1 




I 








99\R 


17 44 


' 7 4fi' 


9(\ 041 


(.. 









< 


i 














31 




i 




i 


i 










1 1 


i 





*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperaturer below which growth 
is minimal for the principal crops in the area (Threshold : 40,0 deg. F) 



I - 27 



FROST Station ; WILLIAMS FORK DAM, 9096 
start yr. - 1982 end yr, - 1988 



Temperature 



Probabi I ity 



24F or lower 28F or lower 32F or lower 



Last freezing temperature 
in spring : March-Juno 

1 year in 10 later than 

2 year in 10 later than 
5 year in 10 later than 

First freezing temperature 
in f all ; August-Nov, 



May 30 
May 27 
May 19 



June 15 
June 13 
June 7 



1 yr in 10 earlier than (September 13 

i 

2 yr in 10 earlier than iSepterrtber 15 



September 5 
September 8 



j 

5 yr in 10 earlier than {September 20 [September 15 



June 28 

June 24 

June 18 

August 10 

August 16 

August 29 



GROWTH Station : WILLIAMS FORK DAM, 3096 
start yr. - 1982 end yr, - 1988 



Daily Minimum Temperature 



Probabi 1 ity 


f days > 24F 


1 days > 28F 


# days > 32P 


9 years in 10 


87 


73 


42 


8 years in 10 


94 


77 


51 


5 years in 10 


108 


86 


67 


2 years in 10 


121 


95 


84 


1 year in 10 


128 


100 


93 



1 - 28 



TAPS Station : WINTER PARK, 9175 
start yr. - 1948 end yr. - 1988 





Temperature 


Prec ipi tat ion 










2 years in 10 




12 yrs in 10 












will have 


avg 


! will have 


average 












no. of 


l 


number of 










I 


Month 


avg 


avg 


avg 


max 


m i n 


grow' n 


avg ! 1 ess ! more 


days with 




daily 


dai ly 




temp . 


temp. 


degree 


1 than! than 


0.10 inch 




max 


mi n 




>than 


<than 


days* 


<in.>:(in.):<in.) 


or more 


January 


30.0 


-2.0 


14.0 


54 


-32 





2.39! 1.35! 3.31 


8 


February 


37.3 


-0.9 


18.2 


53 


-26 





1.90! 1.28! 2.47 


6 


March 


41.8 


3.9 


22.8 


62 


-21 





2.58! 1.68! 3.40 


8 


Apri 1 


50.2 


12.8 


31.5 


64 


-16 





2.97! 2.01! 3.84 


9 


May 


62.2 


20.8 


41.5 


78 


4 


8 


2.77! 1.59! 3.81 


8 


June 


71.9 


29.1 


50.5 


87 


18 


50 


1.94! 0.99! 2.85 


5 


July 


78.3 


32.9 


55.6 


87 


24 


51 


2.21! 1.28! 3.03 


7 


August 


76.9 


31.3 


54.1 


86 


23 


44 


2.201 1.40! 2.93 


7 


September 


66.0 


22.6 


44.3 


82 


1 


14 


1.80! 0.66! 2,75 


4 


October 


56.1 


16.5 


36.3 


75 


-7 


5 


1.71! 0.94! 2.40 


5 


November 


43.5 


5.7 


24.6 


63 


-14 





2.05! 1.26! 2.75 


6 


December 


35.3 


-0.9 


17.2 


52 


-18 





2.39! 1.34! 3.32 


7 




















Yearly ; 














, , 
















, , 




Average 


54.1 


14.3 


34.2 








' ' 











i i 




flR 


33 




Q1 


30 




1 ' 


















, , 




Total 












173 


26.89! 6.29! 6.29 


80 




"~ 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 



I - 29 



., W w, utaTion : WINTER PARK, 9175 
start yr. - 1950 end yr. - 1973 



Temperature 



Probabi 1 i ty 


24F or lower J 


28F or lower ! 


32F or tow 


Last freezing temperature 
in spring : March-June 








1 year tn 10 later than 


June 13 


June 14 


June 3 


2 year in 10 later than 


i 
June 13 


June 14 


June 3 


5 year in 10 later than 


June 13 


June 14 


June 3< 


First freezing temperature 
in fa! 1 : August-Nov. 








1 yr in 10 earl ier than 


September 5 


July 32 


July 32 


2 yr in 10 earlier than 


September 5 


July 32 


July 32 


5 yr in 10 earlier than 


September 5 


July 32 


July 32 



GROWTH Station : WINTER PARK, 9175 
start yr. - 1950 end yr, - 1979 



Daily Minimum Temperature 



Probabi I ity 



# days > 24F # days > 28F # days > 32F 



9 years in 10 
8 years in 10 
5 years in 10 
2 years in 10 
1 year in 10 



I - 30 



TAPS Station : COCHETOPA CREEK, 1713 
start yr. - 1948 end yr. - 1988 



Month 


Temperature 


Prec ip I tat ion 


I 
1 




2 years in 10 
will have 


avg 
no . of 

grow ' n 
degree 
days* 


avg 
(in.) 


2 yrs in 10! 
will have ! average 


I 

avg ! avg 
dai 1 y i dai 1 y 

max i min 


avg 


max 

temp . 
>than 


mi n 
temp. 
<than 


1 ess! more 1 days with 
than! than! 0.10 inch 
( i n .) ! ( i n.> ! or more 


January 
February 
March 
Apri 1 
May 
June 
July 
August 
September 
October 
November 
December 


26.8! -6.3 
31.6! -2.1 
41.0! 10.2 
53.2! 20.5 
64.71 28.1 
75.4! 34.8 
80.71 41.7 
78.6! 40.3 
72.0! 31.7 
60.9! 21.2 
44.0! 10.4 
30.7! -1.6 


10.2 
14.8 
25.6 
36.8 
46.4 
55.1 
61.2 
59.5 
51.9 
41.0 
27.2 
14.6 


46 
50 
60 
71 
80 
88 
90 
88 
85 
76 
63 
50 


-33 
-30 
-16 
2 

13 
22 
31 
28 
16 
5 
-17 
-26 




3 
51 
220 
452 
639 
603 
359 
103 
4 



0.78 
0.69 
0.70 
0.72 
0.87 
0.76 
1.62 
1.71 
0.89 
0.78 
0.66 
0.84 


0.26! 1.201 2 
0.32! 1.04! 2 
0.40! 0.96! 3 
0.43! 1.02! 2 
0.43! 1.29! 3 
0.22! 1.26! 2 
0.80! 2.33! 5 
0.88! 2.44! 5 
0.26! 1.44! Z 
0.33! 1.24! 2 
0.311 0.96! 2 

0.28! 1.30! 3 

i i 




i 
i 












i i ~ 
i i 


Yearly : 


~ i 












i ~ i " ~** 
i i 


i 
i 












i i ~ *""" 
i i 


Average 


_ i 

55.0! 19.1 
i 


37.0 










i i ~~ 
i i 










( _ ( 

i i 


Extreme 


93! -40 
i 





91 


. 
-36 






1 1 "~ "~ 

~ ' ' 






1 i 


Total 


i 








2434 


11.02 


7. 25113.65! 33 

i i 


t 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumurn daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 



I - 31 



FROST Station : COCHETOPA CREEK, 1713 
start yr. - 1948 end yr. - 1988 







Temperature 




Probabi 1 i ty 


*_._- **- ___ ..__- 

24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


June 19 


June 23 


June 29 


2 year in 10 later than 


! June 13 


June 19 


June 27 


5 year in 10 later than 


! June 1 


June 11 


June 21 


First freezing temperature 
in fal 1 : August-Nov. 









1 yr in 10 earlier than 


ISeptember 3 


August 21 


August 7 


2 yr in 10 earlier than 


[September 8 


August 27 


August 12 


5 yr fn 10 earlier than 


ISeptember 17 


September 7 


August 23 



GROWTH Station : COCHETOPA CREEK, 1713 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probab i 


lity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


65 


56 


28 


8 years 


in 10 


74 


63 


37 


5 years 


in 10 


90 


78 


55 


2 years 


in 10 


107 


92 


72 


1 year 


in 10 


116 


100 


82 



I - 32 



TAPS Station : CRESTED BUTTE, 1959 
start yr. - 1909 end yr. - 1988 





Temperature 


Prec i p i tat i on 








12 years in 10 






2 yrs in 10! 








! wilf have 


avg 




will have ! average 


Month 


avg 


avg 


f 

avg ! max 


mi n 


no. of 

grow' n 


avg 


i number of 
1 ess ! more i days w i th 




dai 1 y 


dai 1 y 


! temp. 


temp. 


degree 




than! than! 0.10 inch 




max 


mi n 


! >than 


<than 


days* 


(in.) 


(in.) I (in.)! or more 


January 


28.4 


3fc 
Q 


12.4! 45 


-33 





2,70 


1.01! 4.10! 6 


February 


31.8 


-0.7 


15.6! 50 


-31 





2.30 


1.13! 3.31! 6 


March 


38.0 


7.0 


22.5! 52 


-21 





2,41 


1.10! 3.531 7 


Apr! 1 


47.3 


17.8 


32.6! 64 


7 


15 


1.73 


0.75! 2.60! 5 


May 


59.3 


27.6 


43.5! 75 


12 


148 


1.45 


0.56! 2.23! 4 


June 


70.3 


33.1 


51.7! 82 


22 


348 


1.34 


0,44! 2.32! 3 


July 


76.1 


38.3 


57.2! 86 


27 


524 


1.99 


1.07! 2.85! 6 


August 


74.1 


37.3 


55.7! 84 


26 


483 


2.11 


1.12! 2.99! 6 


September 


67.0 


30.0 


48.5! 80 


15 


264 


1.38 


0.56! 3.17! 5 


October 


56.8 


20.4 


38.6! 73 


-0 


57 


1.46 


0.57! 2.27! 4 


November 


41.6 


8.5 


25.1! 61 


-19 


1 


1.60 


0.62! 2.43! 5 


December 


31.1 


-1.1 


15.0! 48 


-28 





2,34 


0.70! 3.67! 6 










"~ 






| I 


Yearly : 














' ' 






1 








i i ** 


Average 


51.8 


17.9 


QA Q ' 








i , 


















i 








i , 
















( | _>__.._ 


Extreme 


95 


-47 


! 87 


-36 






1 1 






1 1 ~ 
1 1 


Total 










1840 


23.41 


f __ _ ( __._ 

15. 71128. 501 63 






, 





*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 



I - 33 



FROST Station : CRESTED BUTTE, 1959 
start yr. - 1910 end yr. - 1988 







Temperature 




Probabi 1 i ty 


24F or lower ! 


28F or lower 


32F or lower 


Last freezing temperature i 
in spring : March-June 1 








1 year in 10 later than 


June 16 


June 26 


July 2 


2 year in 10 later than 


June 9 


June 21 


June 29 


5 year in 10 later than 


May 28 


Jcne 12 


June 24 


First freezing temperature 
i n f al 1 : August-Nov. 








1 yr in 10 earlier than 


August 30 


August 14 


August 1 


2 yr in 10 earlier than 


September 5 


August 20 


August 6 


5 yr in 10 earlier than 


September 16 


August 31 


August 17 


OWTH Station ; CRESTED BUTTE, 
art yr. - 1910 end yr. - 19f 


1959 
38 







Daily Minimum Temperature 



, 

Probabi 1 i ty 

_ _ _ 


* days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


51 


34 


10 


8 years in 10 


63 


45 


21 


5 years in 10 


86 


65 


40 


2 years in 10 


109 


85 


59 


1 year in 10 


121 


96 


70 
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TAPS Station : GUNNISQN, 3662 
start yr. - 1900 . end yr. - 1987 





Temperature 


Precip i tat i on 






; 


2 years in 10 




!2 yrs in 10! 






! 


will have 


avg 


! will have ! average 






i 




no. of 


t t L 




i 






Month 


avg 


avg ! avg 


max 


mi n 


grow'n 


avg ! less! more! days with 




dai 1 y 


dai 1 y! 


temp. 


temp. 


degree 


! than! than! 0.10 inch 




max 


min ! 


>than 


<than 


days* 


<in.)!(in.)!(in.)l or mote 


January 


25.8 


-7.4! 9.2 


47 


-36 





0.82! 0.28! 1.28! 2 


February 


31.0 


-2.0! 14.5 


50 


-33 





0.77! 0.33! 1.18! 2 


March 


41.2 


10.8! 26.0 


62 


-19 


3 


0.70! 0.29! 1.08! 2 


Apri 1 


55.7 


22.1! 38.9 


73 


2 


62 


0.67! 0.23! 1.05! 2 


May 


66.3 


29.1! 47.7 


81 


15 


248 


0.78! 0.26! 1.21! 2 


June 


76.2 


35.4! 55.8 


89 


23 


473 


0.69! 0.24! 1.11! 2 


July 


80.8 


42.3! 61.6 


91 


31 


670 


1.50! 0,76! 2.18! 4 


August 


78.7 


40.6! 59.6 


89 


28 


613 


1.46! 0,74! 2.08! 5 


September 


72.8 


31.9! 52.3 


85 


17 


381 


0.93! 0.37! 1.43! 3 


October 


61.9 


21.5! 41.7 


77 


5 


104 


0.73! 0.26! 1.15! 2 


November 


45.8 


10.5! 28.2 


65 


-14 


3 


0.54! 0.18! 0.88! 1 


December 


30.2 


-2.2! 14.0 


51 


-30 





0.77! 0.31! 1.20! 2 






i 








i > i 






1 








i i i 






i 








4 ~ , | 


Yearly : 




i 








1 1 1 




> 








1 "*" 1 1 ~ ' 






i 








1 1 1 


Average 


55.5 


19.4! 37.5 








4 1 1 








1 - 1 1 






i 








1 1 1 






I 




- 


_ 


t 1 1 "" 


Extreme 


98 


-47; 


92 


-38 




_ 1 1 1 




1 1 1 






i 








1 1 1 


Total 










2557 


1 ~"~ 1 1 ~ 

10.36! 7.57112.13: 29 




1 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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Stall on : GUNNISQN, 3662 
start yr. - 3900 end yr, - 1987 









Temperature 




Probabi 1 i ty 




24F or lower 


28F or tower 


32F or lo 


Last freezing 
in spring ; 


temperature 
March-June 








1 year in 10 


later than 


June 8 


June 23 


July 


2 year in 10 


later than 


June 3 


June 18 


June i 


5 year in 10 


later than 


May 23 


June 8 


June 2 


Fi rst f reezir 
in fat) : 


tg temperature 

August-Nov, 








1 yr in 10 e 


arl ier than 


September 8 


August 25 


August ? 


2 yr in 10 e 


arl rer than 


September 12 


August 30 


August 13 


5 yr tn 10 e 


arl ier than 


September 19 


September 8 


August 25 


)WTH Station : 
irt yr. - 1900 


GUNNTSON, 3662 
end yr, - 1 


87 







Daily Minimum Temperature 



Probabi 


lity 


# days > 24F 


# days > 28F 


* days > 32F 


9 years 


in JO 


77 


60 


32 


8 years 


in 10 


85 


67 


41 


5 years 


in 10 


100 


82 


57 


2 years 


in 10 


116 


97 


74 


1 year 


in 10 


124 


105 


82 
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TAPS Station : PITKIN, 6513 
start yr. - 1948 end yr. 



1986 





Temperature 


Prec i p i tati on 




; 




2 years in 10 




12 yrs in 101 




! 




will have 


avg 


! will have I average 




i 






no. of 


i t i f 


i 








Month 


avg ! avg 


avg 


max 


mi n 


grow'n 


avg ! lees! more! days with 




da i 1 y ! da i 1 y 




temp. 


temp. 


degree 


! than! than! 0.10 inch 




max ! m i n 




>than 


<than 


days* 


< i n.) ! < i n.) ! ( i n.) ! or more 


January 


27.4! -3.1 


12.2 


46 


-31 





1.70! 0.62! 2.68! 5 


February 


30.7! -2.1 


14.3 


47 


-29 





1.37! 0.59! 2.03! 5 


March 


37.7! 6.5 


22.1 


56 


-21 





1.56! 0.94! 2.11J 5 


Apri 1 


46.7! 15.2 


31.0 


63 


-10 


3 


1.251 0.73! 1.72! 4 


May 


58.0! 24.6 


41.3 


72 


9 


55 


1.23! 0.63! 1.82! 4 


June 


68.0! 30.1 


49.0 


80 


20 


159 


1.09! 0.32! 1.721 3 


July 


73.5! 36.4 


55.0 


83 


26 


270 


2.06! 1.07! 2.93! 6 


August 


71.0! 35.7 


53.4 


82 


25 


247 


2.09! 1.02! 3.02! 7 


September 


65.3! 28.9 


47.1 


76 


13 


136 


1.46! 0.82! 2.18! 4 


October 


54.9! 20.0 


37.4 


70 





27 


0.98! 0.43! 1.60! 2 


November 


39. 9i 8.9 


24.4 


58 


-16 





1.21! 0.65! 1.71! 4 


December 


29.2! -0.3 


14.5 


48 


-27 





1.92! 0.91! 2.79! 6 




i 


























Year 1 y : 


1 











i i r 
















Average 


50.2! 16.7 


33.5 








i i i 








i i 1 


Extreme 


86 ! -38 





83 


-36 








, | , 














i i i 


Total 


1 









899 


17.92! 1.94! 1.94! 55 


i 




















_ '_ _ '_ __ < _ _-_ 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minimum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area {Threshold : 40.0 deg. F) 
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FROST Station : PITKIN, 6513 
start yr, - 1363 end yr. - 1986 



Temperature 


Probability 24F or lower 28F or lower 


32F or 1 owor 


Last freezing temperature 
in spring : March-June 1 I 




1 year 


in JO later than 


June 29 


June 30 


July 1 


2 year 


in 10 1 ater than 


June 24 


June 27 


June 30 


5 year 


in 10 later than 


June 14 


June 22 


June 28 


First 
in 


freezing temperature 
fal ] : August-Nov. 








1 yr i 


n 10 earl ier than 


August 23 


August 7 


July 30 


2 yr i 


n 10 earl ier than 


August 29 


August 13 


August 4 


5 yr \ 


n 10 earlier than [September 10 

i 


August 24 


August 13 


GROWTH Station : PITKIN, 6513 
start yr. - 1963 end yr. - 1986 



Daily Minimum Temperature 



Probabi 


ity 


1 days > 24F 


# days > 28F i 


# days > 32F 


9 years 


in 10 


39 


26 


5 


8 years 


in 10 


47 


33 


13 


5 years 


in 10 


63 


47 


29 


2 years 


in 10 


80 


61 


44 


1 year 


in 10 


88 


68 


52 
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TAPS Station : TAYLOR PARK, 8184 
start yr. - 1948 end yr. - 1988 



Month 


Temperature 


Prec ipi tat i on 




i 

i 
i 

i 


2 years in 10 
wi 1 1 have 


avg 
no. of 
grow" n 

degree 
days* 


!2 yrs in 10! 
! will have ! average 


avg 

dai 1 y 
max 


i 
avg ! avg 
daily! 
mm ! 


max 

temp. 
>than 


mi n 
temp. 
<than 


avg ! less! more! days with 
I than! than! 0,10 inch 
( i n.) ! < m.) ! (in.) ! or more 


January 
February 
March 
Apri 1 
May 
June 
July 
August 
September 
October 
November 
December 


26. 3 
31.5 
37.0 
45.4 
55.9 
67.4 
71.8 
69.4 
63.5 
53.8 
38.6 
27.8 


-11.5! 1.4 
-10.6! 10.4 
-2.0! 17.5 
12.1! 28.8 
25.2! 40.5 
33.3! 50.4 
40.4! 56.1 
39.0! 54.2 
31.6! 47.5 
22.5! 38.2 
9.1! 23.9 

-6.5! 10.6 
i 


45 
47 
52 
61 
72 
79 
83 
79 
76 
69 
58 
45 


-46 
-45 
-35 
-20 
7 
22 
30 
28 
16 
4 
-20 
-42 





3 
86 
311 
498 
440 
235 
52 




1.39! 0.54! 2.11! 5 
1.23; 0.65! 1.73! 4 
1.401 0.81! 1.93! 6 
1.17! 0.69! 1.59! 5 
1.32! 0.61! 1.941 5 
0.97; 0.34! 1.53! 3 
1.79! 1.03! 2.47! 7 
1.801 0.90! 2.581 7 
1.39! 0.49! 2.13! 4 
1,15! 0.47! 1.78! 3 
1.25! 0.68! 1.75! 5 

1,52; 0.64! 2.26! 5 
i i i 






* 
i 








~ 1 _ ( _ ( -_ _ _ 
I 1 1 


Yearly : 




i 
i 








III ~" 
1 1 1 




i 
i 








*~ 1 1 "" 1 "" ~ 
1 1 1 


Average 


49.0 


i 

15.2! 32.1 

i 








II 1 
1 1 1 








1 1 1 


Extreme 


85 


i 
_cn ' 

DU i 
i 


82 


_ 
-52 




~ 1 1 | 
1 1 1 




1 - 1 - 1 - 
1 1 1 


Total 




i 
i 




^ 


1626 


1 1 1 

16.37:10.83:20.06! 59 
i i i 




i 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : TAYLOR PARK, 8184 
start yr. - 1948 end yr. - 1988 





Temperature 


Probabi 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing 
in spring : 


temperature 
^arch-June 








1 year in 10 


1 ater than 


June 8 


June 23 


June 28 


2 year in 10 


1 ater than 


June 2 


June 19 


June 25 


5 year in 10 


later than 


May 23 


June 9 


June 20 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 earlier than ISeptember 6 


August 26 


August 10 


2 yr in 10 earlier than ISeptember 12 


August 31 


August 16 


5 yr in 10 earlier than ISeptember 23 


September 11 


August 27 


GROWTH Station : 
start yr. - 1948 


TAYLOR PARK, 8184 
end yr. - 1988 



Daily Minimum Temperature 



Probabi 


hty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


73 


65 


47 


8 years 


in 10 


84 


72 


53 


5 years 


in 10 


104 


85 


65 


2 years 


in 10 


125 


98 


77 


1 year 


in 10 


135 


105 


83 
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TAPS Station : LAKE CITY, 4734 
start yr. - 1948 end yr. - 1988 





Temperature 


Preci p i tat ion 




! ] 


2 years in 10 




!2 yrs in 10 






! : 


will have 


avg 


twill have 

J 


average 


Month 


avg I avg t avg 


max 


mm 


grow'n 


i 

avg ! less! more 


number of 
days with 




da i Jy Ida! ly t 


temp. 


temp. 


degree 


! than! than 


0.10 inch 




max \ min ! 


>than 


<than 


days* 


(in.) ! (in.) ! (in.) 


or more 


January 


34.2! -4.2! 15.0 


53 


-30 


352 


0.84! 0.31! 1.32 


2 


February 


38.4! 0,6! 19.5 


56 


-23 


408 


0,78! 0.34! 1.15 


2 


March 


43,7! 10.5! 27.1 


61 


-14 


636 


0.98! 0.48! 1.41 


3 


Apri 1 


52.7! 20.2! 36.5 


70 


-3 


825 


1.05! 0.56! 1.49 


3 


May 


62.3! 30.0! 46.2 


77 


15 


1052 


0.96! 0.46! 1.39 


3 


June 


73.0! 37.3! 55.1 


86 


22 


1216 


0.76! 0.30! 1.27 


Z 


July 


77.3! 43.6! 60.4 


88 


32 


1370 


2.02! 0,97! 2.93 


6 


August 


74.7! 42,1! 58.4 


85 


30 


1298 


2.00! 0.97! 2.89 


6 


September 


69.1! 34.4! 51.7 


81 


18 


1149 


1.221 0.47! 1.90 


3 


October 


60.2! 24.4! 42.3 


79 


4 


954 


1.20! 0.56! 1.87 


3 


November 


45.5! 12.0! 28.8 


65 


-12 


633 


1.05! 0.41! 1.59 


3 


December 


35.8! 0.8! 18.3 


54 


-24 


425 


1.14! 0.46! 1.76 


3 




1 ' 








i 1 






i i 








1 1 " 




Yearly : 


i i 








1 ) 




i i 








1 " 1 






i i 








1 1 




Average 


55,6! 21.0! 38.3 








1 1 











1 ' 




1 i 








1 1 




Extreme 


QQ ' Qfl ' 
3D i OO i 


89 


-30 











1 1 " 




i i 








1 1 




~" "~ 


I i 












Total 


, i 






10318 


14.00! 1.50! 1.50 


39 


i i 








i > 








__ -. .-. - - 





*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 0.0 deg. F) 
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FROST Station : LAKE CITY, 4734 
start yr. - 1959 end yr. - 1988 







Temperature 




Probabi i i ty 


24F or lower ! 


28F or lower i 


32F or lowei 


Last freezing temperature 
in spring : March-June 


! 

1 
1 

1 


_ j 




1 year in 10 later than 


June 15 


June 28 


June 2! 


2 year in 10 fater than 


June 7 


June 23 


June 2\ 


5 year in 10 later than 


May 23 


June 13 


June 1 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 earlier than 


September 8 


August 25 


August 14 


2 yr in 10 earlier than 


September 13 


August 31 


August 20 


5 yr in 10 earl ier than 


September 24 


September 12 


September 2 



GROWTH Station : LAKE CITY, 4734 
start yr. - 1959 end yr. - 1988 



Daily Minimum Temperature 



Probafai 


lit/ 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


In 10 


77 


55 


37 


8 years 


in JO 


88 


64 


48 


5 years 


in 10 


108 


83 


68 


2 years 


in 10 


129 


102 


88 


1 year 


n 10 


140 


112 


99 
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TAPS Station : PALISADE LAKE 6 5SE, 6271 
start yr. - 1948 end yr. - 1971 



Month 


Temperature 

__ 


Precipitation 


i i 
i i 

i i 
i i 

i i 


2 years in 10 
will have 


avg 
no . of 
grow'n 
degree 
days* 


avg 
(in.) 


2 yrs in 10! 
will have ! average 


i i 
avg ! avg ! avg 
dai 1 y ! dal 1 y ! 
max ! fflin ! 


max 

temp. 
>than 


mi n 
temp . 
<than 


- . number of 
1 ess ! more ! days wi th 
than! than! 0,10 inch 
( i n.) ! (in.) ! or more 


January 
February 
March 
Apri 1 
May 
June 
July 
August 
September 
October 
November 
December 


35.9! 1.6! 18.8 
37.4! 4.7! 21.0 
42.61 12. 4i 27.5 
51.6! 19.3! 35,4 
61.9! 28.4! 45.1 
71.3! 33.3! 52.3 
78.3! 41.3! 59.8 
74.9! 39.0! 56.9 
71.0! 33.6! 52.3 
63.71 24.6! 44.1 
51.2! 16.6! 33.9 

36,2! 3.7! 19.9 
i i 


69 
50 
62 
67 
76 
86 
87 
85 
81 
76 
70 
55 


-25 
-20 
-16 
2 
12 
20 
26 
24 
22 
8 
-6 
-22 




1 
8 
67 
123 
223 
205 
135 
51 
16 



1.93 
1.23 
1.52 
1.35 
1.20 
1.08 
2.99 
2,97 
2.20 
1.88 
1.51 
1.87 


0.66! 2.98! 5 
0.52! 1.82! 4 
0.55! 2.31! 4 
0.80! 1.84! 4 
0.34! 1.891 3 
0.35! 1.68! 3 
1.38! 4.37! 8 
1.46! 4.29! 8 
0.64! 3.65! 6 
0.54! 3.12! 3 
0.63! 2.26! 3 

0.55! 2.95! 4 
i i 




_ ( _ _ ( _ _ 

i i 










~~ , 
i i 


Yearly : 


_ t t 
i i 






_ 




~~ i i "* 

r i 


i i 

i i 










"" t "" , 


Average 


56.3! 21.5! 38.9 

i i 











_- j ( ___. 
1 1 










1 1 


Extreme 


i i * 

PQ ' -Q^ ' 
DO i JO i 

i i 


88 



-31 






_ _ ( _____ ( _ __ 
1 1 






1 1 


_ _ 
Total 


i ~ i 
i I 






829 


21.74 


*" 1 1 

3.02! 3.02! 55 
i i 


i i 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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fROST Station : PALISADE LAKE 6 SSE, 6271 
start yr, - 1962 end yr. - 1971 







Temperature 




Probabi 1 it/ 


24F or lower 


28F or lower 


32F or Fofc 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


June 24 


June 30 


July 


2 year in 10 later than-' 


June 17 


June 26 


June 3 


5 year in 10 later than 


June 3 


June 20 


June 2 


first freezing temperature 
in fal 1 : August-Now. 








i yr in 10 earlier than 


August 29 


August 19 


August U 


2 yr in 10 earlier than 


September 6 


August 26 


August 17 


5 yr in 10 earl jer than 


September 21 


September 8 


August 28 


GROWTH Station : PALISADE LAKE 
start yr. - 1962 end yr. - 19 


6 SSE, 6271 
71 







Daily Minimum Temperature 



Probabi 


ity 


* days > 24F 


# days > 28F , 


# days > 32F 


9 years 


in 10 


50 


50 


32 


8 years 


in 10 


63 


58 


40 


5 years 


in 10 


89 


72 


57 


2 years 


in 10 


114 


87 


74 


1 year 


in 10 


128 


94 


83 
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TAPS Station : RIO GRANDE RESERVOIR, 7050 
start yr. - 1977 end yr. - 1988 





Temperature 




Prec 


ip itat 


on 






| 


j 


j 


2 years in 10 




; 


2 yrs 


in 10! 








; 


! 


| 


wilf have 


avg 


! 


will 


have ! 


average 




i 


i 


i 




f 


i 




i 


1 m^ifi r- 


nf 


Month 


avg : 


avg ! 


avg i 


max 


mi n 


grow' n 


avg I 


1 ess ! 


more ! 


days w 


ith 




dai lyi 


daf t y! 


! 


temp . 


temp. 


degree 


; 


than ! 


than ! 


0,10 i 


nch 




max ! 


m i n ! 


1 


>than 


<than 


days* 


(in.) ! 


(in.)! (in.)] or more 


January 


33.8! 


-7.5! 


13.2! 


49 


-36 





1.131 


0.41! 


2.21! 


3 




February 


36.0! 


-7.1! 


14.4! 


54 


-37 





1.23; 


0.48! 


1.85! 


3 




March 


39.5! 


0.7! 


20.1! 


56 


-26 





1.93! 


1.17! 


2.61! 


6 




Apri 1 


46.2! 


10.6! 


28.4! 


63 


-21 


5 


1.36! 


0.671 


1.97! 


4 




May 


54.7! 


22.0! 


38.4! 


69 


4 


56 


1.46! 


0.80! 


2.04! 


5 




June 


67.1! 


29.5! 


48.3! 


79 


15 


257 


0.85; 


0.45! 


1.37! 


2 




July 


72.0! 


37.0! 


54.5! 


82 


27 


451 


2.19! 


0.93! 


3.25! 


7 




August 


70.6! 


36.2! 


53.4! 


83 


24 


416 


2.621 


1.67! 


3.47! 


8 




September 


63.8! 


30.6! 


47.2! 


79 


16 


226 


2.15! 


0.92! 


3.19! 


6 




October 


54.4! 


21.3! 


37.9! 


71 


2 


50 


1,85! 


1.06! 


2.54! 


4 




November 


41.9! 


9.2! 


25.6! 


60 


-18 


2 


1.88! 


0.87! 


2.75! 


4 




December 


34.3! 


-2.6! 


15.9! 


50 


-34 





1.55! 


0.43! 


2.46! 


4 










1 








i 


i 


' 






Yearly : 






1 




























1 












i 


i 









Average 


51.2! 


15.0! 


33.1! 

























1 










i 










i 


i 


i 






























Extreme 


84! 


-46! 


i 


83 


-44 




i 


i 


i 






















i 








i 


i 








Total 




1 


i 






1470 


20.18! 


8.53; 


25.17! 


56 




i 


i 


i 








i 




i 








i 




I 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : RIO GRANDE RESERVOIR, 7050 
start yr. - 1977 end yr. - 1988 





Temperature 


Probab i 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 










1 year in 10 later than 


Jul y 1 


July 1 


July 


2 


2 year in 10 later than 


June 24 


June 27 


June 


30 


5 year in 10 later than 


June 12 


Ju"o 20 


June 


25 


First freezing temperature 
i n fal 1 : August-Nov. 










1 yr in 10 earlier than 


August 25 


August 15 


July 


31 


2 yr in 10 earlier than 


August 31 


August 22 


August 


6 


5 yr in 10 earlier than 


September 12 


September 3 


August 


18 



GROWTH Station : RIO GRANDE RESERVOIR, 7050 
start yr. - 1977 end yr. - 1988 



Daily Minimum Temperature 



Probab i 


Jity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


43 


24 


4 


8 years 


in 10 


54 


36 


15 


5 years 


in 10 


76 


60 


34 


2 years 


in 10 


98 


84 


54 


! year 


in 10 


110 


96 


65 



I - 46 



TAPS Station : SPICER 2 ME, 7848 
start yr. - 1948 end yr. - 1988 







Temperatur 


9 




Prec i p i tat ion 






! 12 year 


s in 10 




!2 yrs in 10! 






! ! will 


have 


avg 


! will have ! average 






i i 




_ 


i i i f 






r i ~* 








Month 


avg 


avg ! avg ! max 


mi n 


grow ' n 


avg ! less! more! days with 




dai 1 y 


da i f y ! ! temp . 


temp. 


degree 


! than! than! 0.10 inch 




max 


min ! ! >than 


< than 


days* 


< j n .) ! < i n.) ! < i n. ) ! or more 


January 


28.6 


5.8! 17.2! 53 


-33 





1.13! 0.46! 1.69! 3 


February 


31.9 


6.9! 19.4! 49 


-27 





0.85! 0.43! 1.21! 3 


March 


37.2 


11.5! 24.4! 55 


-21 


1 


0.99! 0.51! 1.421 3 


Apr! 1 


47.4 


20.1! 33.7! 66 


-6 


25 


1.20! 0.74! 1.67! 3 


May 


59.2 


28.9! 44.1! 75 


12 


162 


1.46! 0.76! 2,15! 5 


June 


69.0 


35.1! 52. U 82 


22 


370 


1.31! 0.53! 2.09! 4 


July 


75,8 


40.1! 58.0! 85 


28 


542 


1.62! 0.86! 2.37! 5 


August 


73.8 


38.1! 56.0! 84 


24 


489 


1.60! 0.94! 2.19! 4 


September 


67.0 


31.1! 49.1! 81 


12 


290 


1.21! 0.45! i.90! 4 


October 


55.6 


22.6! 39.1! 74 


1 


76 


0.93! 0.37! 1.49! 3 


November 


39.5 


13.3! 26.4! 60 


-18 


3 


1.02! 0.49! 1.48! 3 


December 


30.1 


7.2! 18.6! 48 


-25 





1.24! 0.51! 1.85! 3 












i i 












i t ~ r 

i i i 
















51 3 


21 7! 36 S! ~ 






i i "~ i -. 
i i i 












i i i 




91 


-48! | ay 


"3R 
















, , ( _ 


Tn + a I 




, , 
















laDD 


14.54! 7.01I18.93J 43 












- i i 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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FROST Station : 5PICER 2 NE, 7848 
start yr. - 1948 end yr. - 1988 







Temperature 




Probabi 1 i iy 


24F or lower 


28F or lower 


32F or low* 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


June 16 


June 25 


July 


2 year in 10 Fater than 


June 11 


June 20 


June 2 


5 year in 10 later than 


May 31 


June 12 


June 2 j 


First freezing temperature 
in faf 1 : August-Nov, 








1 yr in 10 earl ier than 


August 25 


August 5 


July 2 


2 yr in 10 earlier than 


September 1 


August 13 


August 4 


5 yr in 10 earl ier than 


September 14 


August 29 


August 16 


GROWTH Station : SPICER 2 NE, 7 
start yr. - 1948 end yr. - 19 


848 
88 







Daily Minimum Temperature 



Probabi 


lity 


# days > 24F 


f days > 28F 


# days > 32F 


9 years 


in 10 


~ ~ 
53 


30 


6 


8 years 


in 10 


68 


42 


17 


5 years 


in 10 


84 


64 


36 


2 years 


in 10 


101 


85 


56 


1 year 


in 10 


110 


97 


67 



I - 48 



TAPS Station : WALDEN, 8756 
start yr. - 1948 end yr. - 1988 









Temperatur 


B 




Preci p i tat Ion 








!2 year 

: wi n 
i 


s in 10 
have 


avg 


!2 yrs in 10! 
i will have ! average 


Month 


avg 
da i 1 y 
max 


avg 

dai ly 

min 


i "* 

avg ! max 
I temp. 
! >than 


min 
temp. 
<than 


grow'n 
degree 
days* 


avg 1 less! more! days with 
I than! than! 0.10 inch 
(in.) ! (in.) ! <in.) ! or more 


January 
February 
March 
Apri 1 
May 
June 
Jul y 
August 
September 
October 
November 
December 


28.1 
31.6 
37.8 
49.2 
60.2 
70.9 
77.7 
75.3 
67.6 
56.1 
39.8 
30.7 


3.2 
5.5 
12.1 
20.1 
28.0 
35.8 
39.6 
37.0 
29.4 
21.2 
12.4 
5.8 


15.7! 53 
18.5! 50 
24.9! 58 
34,6! 69 
44.1! 76 
53.3! 85 
58.7! 88 
56.2! 87 
48.5! 83 
38.6! 73 
26.1! 61 

18.2! 50 

i 


-35 
-30 
-19 
~o 
12 
23 
28 
23 
11 
1 
-19 
-28 




2 
29 
162 
398 
587 
500 
273 
61 
3 



0.54! 0.181 0.83! 2 
0.44! 0.181 0.65J 1 
0.64! 0.32! 0.92! 2 
0.79! 0.34! 1.18! 2 
1.21! 0.58! 1.76! 3 
1.04! 0.28! 1.64! 3 
1.27! 0.56! 1.88! 3 
1.26! 0.70! 1.76! 4 
1.03! 0.45! 1.58! 3 
0.85! 0.34! 1.36! 2 
0.67! 0.30! 1.02! 2 

0.65! 0,24! 0.98! 2 
i i i 








i 




__ _ _ 


i h i 








i 






i i i 


Yearly : 






i 
i 






i i -" *~ i 
i i i 








i 


_ _ 




i i i 


Average 


D. 1 


U.o 


OD.Di ~ 

i 






i i i 














i * i 


Extreme 


3D 


4y 


i Do 






i i i 












?fii3 


1 "3R ' R OR ! 1 9 "37 ! 9<\ 


1 otal 






i 






i i i 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (ThreshoJd : 40.0 deg. F) 
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FROST Station : WALDEN, 8756 
start yr. - 1948 end yr. - 1988 







Temperature 




Probabi 1 ity 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March- June 








1 year in 10 later than 


June 9 


June 22 


July 1 


2 year in 10 later than-- 


June 5 


June 17 


June 28 


5 year in 10 later than 


May 27 


June 9 


June 21 


First freezing temperature 
in fa! 1 : August-Nov. 








1 yr in 10 earl ler than 


August 26 


August 5 


Jufy 28 


2 yr m 10 earlier than 


August 31 


August 11 


August 1 


5 yr in 10 earlier than 


September 9 


August 23 


August 10 



GStWTH Station : WALDEN, 8756 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 i ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


56 


33 


5 


8 years in 10 


63 


42 


14 


5 years in 10 


78 


58 


32 


2 years in 10 


92 


73 


49 


1 year in 10 


100 


82 


58 
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TAPS Station : COLLBRAN, 1741 
start yr. - 1900 end yr. - 1988 



Month 


Temperature 


Precip Station 




i 
i 

i 
i 

i 


2 years in 10 

will have 


avg 

no. of 
grow' n 
degree 
days* 


!2 yrs in 10! 
! will have ! average 


avg 

dai 1 y 
max 


" i 
avg ! avg 
dai ly! 
m i n ! 


max 
temp. 

>than 


mi n 
temp. 
<than 


avg ! less! more! days with 
1 than! than! 0.10 inch 
<i n .) ! ( in.) ! ( i n .) ! or more 


January 
February 
March 
Apri 1 
May 
June 
July 
August 
September 
October 
November 
December 


36.2 
41.8 
49.9 
60.9 
70.8 
80.8 
86.9 
84.3 
76.5 
64.7 
49.2 
38.0 


8.7! 22.4 
14.6! 28.2 
22.3! 36.1 
30.6! 45.8 
37.8! 54.3 
44.9! 62.9 
51.3! 69.1 
49.9! 67.1 
41.7! 59.1 
31.7! 48.2 
21.2! 35.2 

12.2! 25.1 

i 


52 
59 
69 
79 
85 
93 
96 
94 
90 
81 
67 
56 


-18 
-14 
-6 
11 
23 
30 
39 
37 
25 
12 
1 
-12 


1 
5 
45 
208 
431 
678 
877 
833 
578 
262 
38 
2 


1.05! 0.45! 1.58! 3 
0.99! 0.39! 1.49! 3 
1.50! 0,62! 2.24! 4 
1.57! 0.79i 2.24! 4 
1.35! 0.53! 2.17! 3 
0.82! 0.28! 1.33! 2 
1.13! 0.44! 1.73! 3 
1.40! 0.65! 2.07! 4 
1.39! 0.56! 2.19! 4 
1.43! 0.64! 2.20! 3 
1.09! 0.48! 1.64! 3 

1.03! 0.51! 1.49! 3 
i i i 






" i ~~ 
i 








"" i , | 
i i i 


Yearly : 




_ _ ( . 
i 








( t ._ ( ._ _ 
1 1 1 




i 







-"*" 


1 1 ~~ 1 "" 
1 1 1 


Average 


61.7 


" i 

30.6! 46.1 

i 








"" 1 1 "* 1 *"* ~~ 
1 1 1 








_ ( ( , _ 
1 1 > 


Extreme 


100 


i "* 

QQ ' ___ 
OCJ i 

i 


97 


-22 




( ( _ ( _ __ 
' ' _ I 




1 1 I 
1 1 1 


Total 




~" i *" "~ 
i 






3959 


14.75! 9.77117.58! 39 
i i i 




i 








*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minimum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 tfeg. F) 
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FROST Station : COLLBRAN, 1741 
start yr. - 1901 end yr. - 1988 







Temperature 




Probabi 1 i ty 


24F or lower 


28F or lower 


32F or lowi 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


May 10 


May 30 


June 1 


2 year in 10 later than 


May 4 


May 23 


June 


5 year in 10 later than 


April 23 


May 10 


May 2 


First freezing temperature 
in fai 1 : August-Nov, 








1 yr m 10 earl ier than 


September 28 


September 14 


September 


2 yr rn 10 earlier than 


October 5 


September 21 


September 1 


5 yr in 10 earlier than 


October 16 


October 3 


September 2 



GROWTH Station : COLLBRAN, 1741 
start yr. - 1301 end yr. - 1988 



Daily Minimum Temperature 



Probabt I 1 ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


132 


110 


86 


8 years in 10 


141 


119 


94 


5 years in 10 


159 


137 


111 


2 years in 10 


176 


155 


128 


1 year in 10 


186 


165 


137 
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TAPS Station : FRUITA, 3146 
start yr. - 1948 end yr. - 1988 





Temperature 


Free i p i tat ion 




! | 


2 years in 10 






2 yrs in 10! 




! ! 


will have 


avg 




will have ! average 




i f 




no. of 




1 L ^ 






- i number or 


Month 


avg ! avg ! avg 


max 


mi n 


grow' n 


avg 


1 ess ! more ! days wi th 




dai 1 y Idai 1 y ! 


temp. 


temp. 


degree 




than! than! 0.10 inch 




max I min i 


>than 


<than 


days* 


(in.) 


< i n.) ! ( i n.) ! or more 


January 


37.5! 11.6! 24.6 


60 


-16 


762 


0.67 


0.22! 1.06! 2 


February 


45.9! 18.3! 32.1 


68 


-9 


914 


0.51 


0.17! 0.84! 1 


March 


55.9! 25.6! 40.7 


78 


8 


1272 


0.81 


0.27! 1.33! 2 


Apri 1 


67.1! 33.4! 50.2 


86 


17 


1586 


0.68 


0.28! 1.05! 2 


May 


76.9! 42.6! 59.8 


93 


27 


1859 


0.79 


0.28! 1.32! 2 


June 


87.7! 49.6! 68.6 


100 


34 


1982 


0.50 


0.14! 0.88! 1 


July 


93.0! 56.4! 74.7 


101 


43 


2245 


0.71 


0.22! 1.11! 2 


August 


90.1! 54.3! 72.2 


100 


41 


2205 


0.90 


0.25! 1.47! 2 


September 


82.3! 44.5! 63.4 


98 


29 


1893 


0.68 


0.20; 1.10! 2 


October 


69.6! 33.3! 51.5 


87 


19 


1581 


0.89 


0.34! 1.49! 2 


November 


52.5! 22.9! 37.7 


70 


5 


1159 


0.69 


0.32! 1.01! 2 


December 


40.2! 14.9! 27.6 


57 


-7 


851 


0.65 


0.22! 1.03! 1 




i i 










< i 




, , 












Yearly : 












' ' 












" ' 


Average 


66.6! 33.9! 50.3 










, , 










" ' 


Extreme 


104! -34! 


103 


-18 






1 ' 






' ' 


Total 


, , 






18310 


! 8.4" 


! 5.84110.01! 21 


1 ' 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by ading the maximum and minum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area <ThreshoEd : 40.0 deg. f> 
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FROST Station : FRUITA, 3148 
start yr. - 1948 end yr. - 1988 



! Temperature 




l 

Probability ! 24F or lower ! 28F or lower ! 


32F or lower 


Last freezing temperature 1 1 
in spring : March-June 1 




1 year in 10 later than April 29 May 19 


June 1 


2 year in 10 later than April 24 May 12 


May 25 


5 year in 10 later than April 16 April 30 


May 13 


First freezmg temperature ! 
in fall : August-Nov. i 




1 yr in 10 earlier than October 8 September 26 


September IS 


2 yr in 10 earlier than October 13 October 1 


September 22 


5 yr in 10 earlier than October 23 October 12 


September 29 


3WTH Station : FRUITA, 3146 
art yr. - 1948 end yr. -* 1988 





Daily Minimum Temperature 



Probabi 1 


i ty 


# days > 24F 


# days > 28F 


# days > 32F 


3 years 


in 10 


159 


138 


116 


8 years 


jn 10 


165 


145 


124 


5 years 


in 10 


178 


159 


138 


2 years 


in 10 


190 


173 


152 


1 year i 


n 10 


197 


180 


159 
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TAPS Station : GATEWAY 1 SE, 3246 
start yr. - 1948 end yr. - 1988 



Month 


Temperature 


Preci p i tat ion 




2 years in 10 
wi 1 1 have 


avg 
no. of 
grow ' n 
degree 

days* 


!2 yrs in 10! 
1 wi II have ! average 


avg 1 avg ! avg 

dai 1 y Idai ly ! 
max ! min ! 


max 
temp. 
>than 


min 
temp. 
<than 


avg ! less! more! days with 
1 than! than 1 0. 10 inch 
(in.) ! <i n.) ' < i n.) ! or more 


January 
February 
March 
Apri 1 

May 
June 
July 
August 
September 
October 
November 
December 


41.5! 16.4! 28.9 
49.7! 23.5! 36.6 
57.9! 30.1! 44.0 
67.5! 36.6! 52.1 
77.0! 45.4! 61.2 
87.2! 53.9! 70.5 
92.3! 61.2! 76.8 
90.1! 59.1! 74.6 
82.4! 50.2! 66.3 
70.0! 38.6! 54.3 
55.3! 28.1! 41.7 
43.9! 19.4! 31.7 


60 
68 
77 
85 
92 
100 
102 
101 
96 
88 
73 
60 


-9 
2 
12 
20 
29 
38 
49 
43 
32 
22 
10 
-0 


f\ 

35 

125 
275 
483 
711 
843 
751 
591 
334 
91 
10 


0.77! 0.24! 1.20! 2 
0.72! 0.24! 1.19! 2 
1.03! 0.331 1.65! 4 
1.00! 0.44! 1.48! 3 
0.97! 0.44! 1.53! 3 
0.58! 0.18! 0.98! 1 
1.03! 0.33f 1.60! 3 
1.35! 0.48! 2.06! 3 
0.90! 0.32! 1.43! 2 
1.27! 0.49! 2.10! 3 
0.93! 0.44! 1,361 3 
0.78! 0,30! 1.22! 2 




1 ' 









i i i 


""""" 

Yearly : 


1 ' 








i i i 


! , 








i i > 


Average 


67.9! 38.5! 53.2 
















i i i 


Extreme 


106! -28! 


104 


-10 




i i > 




i i i 


Total 


, , 






4257 


11.32! 1.25! 1.25! 31 


1 ' 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : GATEWAY 1 SE, 3246 
start yr. - 1956 end yr. - 1988 





Temperature 


Probabi i i ty 


24F or lower 


28F or lower 32F or lower 


Last freezfng temperature 
in spring ; March-June 








1 year in 10 later than 


April 23 


May 4 ! May 


18 


2 ysar in 10 later than 


April 16 ! April 28 


May 


13 


5 year in 10 later than 


April 2 


April 17 


May 


4 


First freezing temperature 
in f al 1 : August-Nov, 


i 








1 yr in 10 earlier than 


October 20 


October 3 


September 


21 


2 yr in 10 earlier than 


October 24 


October 9 


September 


26 


5 yr in 10 earlier than 


November 2 


October 21 


October 


6 



GROWTH Station : GATEWAY 1 SE, 3246 

start yr. - 1956 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


1 ity 


* days > 24F 


1 days > 28F 


# days > 32F 


9 years 


in 10 


163 


149 


129 


8 years 


in 10 


173 


157 


135 


5 years 


in 10 


191 


172 


148 


2 years 


in 10 


210 


187 


160 


I year i 


n 10 


219 


195 


167 
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TAPS Station : GRAND JUNCTION 6 ESE, 
start yr. - 1962 end yr. - 1988 



3489 



Month 


Temperature 


Preci p i tation 


! 




2 years in 10 
wi 1 1 have 


avg 
no. of 
grow' n 
degree 
days* 


avg 


2 yrs in 10! 
will have ! average 


avg ! avg 
da i ly !dai 1 y 
max ! min 


avg 


max 
temp. 
>than 


min 
temp. 
<than 


! ess ! more ! days wi th 
than! than! 0.10 inch 
( i n.) ! ( i n.) ! or more 


January 
February 
March 
Apri 1 
May 
June 
July 
August 
September 
October 
November 
December 


37.3! 16.1 
45.6! 23.1 
55.3! 31.3 
64.9! 38.6 
75.0! 47.4 
86.1! 56.4 
92.0! 62.9 
89.5! 60.7 
80.6! 51.9 
67.5! 40.4 
51.9! 29.3 
40.0! 19.6 


26.7 
34.3 
43.3 
51.7 
61.2 
71.2 
77.5 
75.1 
66.3 
53.9 
40.6 
29.8 


56 
64 
78 
83 
90 
100 
101 
100 
94 
84 
69 
58 


-7 
3 
13 
20 
30 
37 
50 
46 
33 
23 
10 
-0 


3 
34 
159 
360 
683 
967 
1158 
1087 
774 
433 
104 
6 


0.44 
0.45 
0.94 
0.73 
1.01 
0.56 
0.76 
0.82 
0.76 
1.02 
0.76 
0.72 


0.19! 0.65! 2 
0.211 0.82! 1 
0.25! 1.57! 3 
0.22! 1.15! 2 
0.52; 1.61! 3 
0.11! 0.95! 1 
0.37! 1.15! 2 
0,31! 1.31! Z 
0.29! 1.15! 2 
0.40! 1.62! 3 
0.35! 1.17! 2 
0.38! 1.08! 2 


--- 


1 















Yearly : 


I 


" 










, , 


I 












1 ' 


Average 


65.5! 39.8 


~ 
52.6 




















1 ' 


Extreme 


104! -13 




103 


-9 






, , 






, , 


Total 


1 








5769 


8.99 


5.59110.74! 25 


, 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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FROST Station : GRAND JUNCTION 6 ESE, 3489 
start yr. - 1962 end yr. - 1988 



Temperature 


Probab 


i 1 i ty 24F or lower 


28F or 1 


ower 


32F or 1 


ower 


Last freezing temperature I 
in spring : March-June \ 










1 year i 


n 10 later than 1 April 16 


Apr! 


27 


May 


18 


2 year i 


n 10 later than 


April 11 


Apri 


22 


May 


14 


5 year i 


n 10 later than 


April 3 


Apr! 1 


12 


May 


5 


First freezing temperature 
in fal 1 : August-Nov. 












1 yr 1 n 


10 earl i er than 


October 20 


October 


5 


September 


24 


2 yr in 


10 ear) Ur than 


October 26 


October 


12 


September 


30 


5 y r in 


10 earl ier than 


November 5 


October 


25 


October 


13 



GROWTH Station : GRAND JUNCTION 6 ESE, 3489 
start yr. - 1962 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 Jty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


187 


169 


137 


8 years in 10 


194 


177 


145 


5 years in 10 


208 


191 


160 


2 years in 10 


222 


206 


175 


1 year in 10 

~-^-^ fc -"'- -* .*. -.*,^--^^.^._ 


229 


214 


183 
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TAPS Station : GRAND JUNCTION WSO AP, 3488 
start yr, - 1900 end yr. - 1988 



Month 


Temperature 


Prec i p i tation 


i i 
i i 

i i 
i i 


2 years in 10 
wi 1 1 have 


avg 
no . of 
grow 1 n 
degree 
days* 


!2 yrs in 101 
! wi 1 f have ! average 


avg ! avg ! avg 
dai 1 y Idai 1 y ! 
max i min ! 


max 
temp. 
>than 


min 
temp , 
<than 


avg ! less! more! days with 
! than! than! 0.10 inch 

(in.) ! ( in.) ! (in.) ! or more 


January 
February 
March 
Apri I 
May 
June 
July 
August 
September 
October 
November 
December 


36. 2! 15.5! 25.9 
44.3! 23.1! 33.7 
54.5! 31.1! 42.8 
65.0! 39.3! 52.1 
75.2! 48.3! 61.8 
86.6! 57.3! 71.9 
92.5! 64.1! 78.3 
89.3! 62. Oi 75.6 
80.5! 53.1! 66.8 
67.3! 41.21 54.3 
51.3! 28.4! 39.9 

38.9! 18.7! 28.8 
i i 


55 
63 
74 
83 
91 
100 
102 
100 
94 
84 
69 
57 


-8 
-1 

14 
22 
32 
41 
53 
50 
37 
25 
12 
-3 


3 

26 

143 
371 
674 
957 
1187 
1104 
805 
449 
87 
5 


0.59! 0.27! 0.87! 2 
0.57! 0.23! 0,87! 1 
0.82! 0.28! 1.26! 2 
0.75! 0.32! 1.12! 2 
0.79! 0.28! 1.23! 2 
0.45! 0.09! 0.76! 1 
0.64! 0.22! 0.98! 1 
l.OO: 0.39! 1.51! 3 
0.89! 0.26! 1.441 2 
0.92! 0.28! 1.51! 2 
0.63! 0.23! 1.00! 2 

0.60! 0.24! 0.92! 2 
i i i 




i i 








" i ~~ i i 
i i i 


Yearly : 


i i 
i i 








i i i 

i i t 


i ~ i ~ 

i t 








~* i i r 
i I I 


Average 


~* i i 

65.1! 40.2! 52.7 

i i 






"~ 


il i 
I i i 








i i i 


Extreme 


i t 

105! -23! 
i i 


103 


-11 




1 | , 
1 1 1 




~ 1 | | 
1 1 1 


Total 


_ t _ ( 
i i 






5810 


1 1 1 

8.65! 6.48!10.46; 22 

i i i 


i i 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : GRAND JUNCTION WSO AP, 3488 
start yr. - 1900 end yr. - 1988 







Temperature 






Probabi 1 i ty 


24F or lower 


28f or lower 


32F or U 


wer 


i 
Last freezing temperature ! 
in spr i ng : March- June 










1 year in 10 later than 


April 12 


April 23 


May 


6 


2 year in 10 later than 


April 7 


April 17 


May 


1 


5 year in 10 later than ! 


March 28 


April 7 


Apri 1 


20 


First freezing temperature 
i n f af 1 : August-Nov. 










1 yr in 10 earl ier than 


October 27 


October 19 


October 


5 


2 yr in 10 earlier than 


November 1 


October 23 


October 


10 


5 yr in 10 earlier than 


November 9 


November 1 


October 


21 



GROWTH Station : GRAND JUNCTION WSO AP, 3488 
start yr, - 1900 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


hty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


192 


179 


160 


8 years 


in 10 


202 


187 


168 


5 years 


in 10 


220 


202 


182 


2 years 


in 10 


238 


218 


196 


1 year 


in 10 


247 


226 


204 
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TAPS Station : PALISADE, 6266 
start yr. - 1948 end yr. - 1988 



Month 


Temperature 


Preci p i tat ion 








2 years in 10 

wi 1 1 have 


av 9 
no. of 

grow' n 
degree 

days* 


avg 
(in.) 


2 yrs in 10 

will have 


average 
number of 
days with 
0.10 inch 
or more 


avg 
da i 1 y 
max 


avg 

dai ly 
mi n 


avg 


max 

temp. 
>than 


min 
temp . 
<than 


less! more 
than! than 

< in.) ! (in.) 


January 
February 
March 
Apri 1 
May 
June 
Jul y 
August 
September 
October 
November 
December 


39.7 
47.2 
56.3 
66.9 
77.1 
88.5 
94.6 
91.7 
83.4 
70.6 
53.8 
42.3 


18.4 
24.5 
32.1 
40.3 
49.0 
57,7 
63.9 
61.8 
53.3 
42.3 
30.6 
21.4 


29.1 
35.9 
44.2 
53.6 
63.1 
73.1 
79.2 
76.7 
68.3 
56.5 
42.2 
31.8 


57 
66 
76 
85 
93 
102 
104 
102 
98 
87 
72 
60 


-3 

q 

\J 

14 
24 
33 
41 
51 
50 
37 
27 
12 
4 


6 

46 
178 
411 
711 
1009 
1198 
1136 
847 
511 
132 
14 


0.51 
0.55 
0.99 
0.91 
0.98 
0.63 
0.68 
0.93 
1.06 
1.08 
0.84 
0.59 


0.231 0.78 
0.27! 0.88 
0.27! 1.57 
0.42! 1.34 
0.34! 1.60 
0.121 1.12 
0.32J 1.02 
0.35! 1.41 
0.38! 1.72 
0.44! 1.77 
0.33! 1.26 

0.25: 0.92 
i 


1 
t 
3 
3 
3 
1 
2 
2 
3 
2 
2 
2 




** 










~* 






p 

i 




Yearly : 






~ 










i 


















~ i ~" 
> 




Average 


67.7 


41.3 


54.5 










i 
i 













i 
i 


Extreme 


107 


-20 





104 


-6 






i 





* ~~ 




"" i 
i 


Total 




~~ 




" 




6198 


9.75 


5.41112.30 
i 


25 




__ 









*A growing degree day is a unit of heat available for pi ant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : PALISADE, 6266 
start yr. - 1948 end yr. - 1988 



Temperature 



Probability ! 24F or lower 


28F or lower 32F or lower 


Last freezing temperature ! 
in spring : March-June ! 




, 




1 year in 10 later than 


April 8 


April 


20 


May 


5 


2 year in 10 later than 


April 2 


Apri I 


15 


Apri 1 


30 


5 year in 10 later than 


March 23 


Apr i I 


6 


Apri 1 


20 


First freezing temperature 
in f al 1 ; August-Nov. 












! yr in 10 earl ier than 


October 28 


October 


26 


October 


3 


2 yr in 10 earlier than 


November 3 


October 


31 


October 


9 


5 yr in 10 earlier than 


November 13 


November 


8 


October 


22 



GROWTH Station : PALISADE, 6266 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


hty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


201 


192 


160 


8 years 


in 10 


211 


198 


169 


5 years 


in 10 


229 


209 


184 


2 years 


in 10 


247 


219 


200 


1 year 


n 10 


257 


225 


208 
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TAPS Station : BROWNS PARK REFUGE, 1017 
start yr. - 1966 end yr. - 1988 





Temperature 


Prec i p i tat ion 






! 


2 years in 10 




!2 yrs in 10 ! 






I 


wi 1 1 have 


avg 


! will have ! average 






i 




no. of 


i I I /i 








i i number ot 


Month 


avg 


avg ! avg 


max 


mm 


grow' n 


avg ! less! more! days with 




daily 


daily! 


temp. 


temp. 


degree 


! than! than! 0.10 inch 




max 


min ! 


>than 


<than 


days* 


<in.) ! < in.) ! ( in.) ! or more 


January 


38.1 


8.1! 23.1 


56 


-24 


1 


0.34! 0.11! 0.55! 1 


February 


43.7 


13.8! 28.8 


62 


-15 


5 


0.35! 0.10! 0.62! 1 


March 


50.9 


21.3! 36.1 


69 


-2 


33 


0.71! 0.23! 1.11! 1 


Apri 1 


60.7 


27.6! 44.1 


82 


7 


163 


0.82! 0.30! 1.26! 2 


May 


70.9 


35.6! 53.3 


87 


19 


402 


1.07! 0.49! 1.66! 3 


June 


81.7 


42.0! 61.9 


95 


29 


645 


0.75! 0.27! 1.22! 2 


July 


88.8 


47.5! 68.1 


97 


33 


856 


0.72! 0.18! 1.15! 2 


August 


87.1 


45.4! 66.3 


98 


31 


783 


0.62! 0.34! 0.92! 1 


September 


77.8 


36.6! 57.2 


92 


19 


503 


0.91! 0.32! 1.40! 2 


October 


64.8 


26.6! 45.7 


82 


7 


197 


1.26! 0.46! 1.92! 3 


November 


49.1 


18.1! 33.6 


69 


-Q 


28 


0.56! 0.29! 0.85! 2 


December 


39.1 


9.7! 24.4 


57 


-18 


1 


0.44! 0.18! 0.70! 1 






1 










Yearly : 












.' 












i i , 


Average 


62.7 


27.7! 45.2 
















i i i 














i i i 




101 


"34' 


QQ 


?fi 




i i i 














i > i 


Total 




, 






3617 


8.56! 5.49110.31! 21 




, 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg, F> 
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FROST Station : BROWNS PARK REFUGE, 1017 
start yr. - 1966 end yr. - 1988 



1 
1 


Temperature 




1 

Probability 24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June ! 






1 year in 10 later than May 20 


June 9 


June 30 


2 year in 10 later than May 15 


June 2 


June 22 


5 year in 10 later than May 5 


May 20 


June 8 


First freezing temperature 
i n f a! 1 : August-Nov. 






1 yr in !0 earlier than September 13 


September 1 


August 25 


2 yr in 10 earlier than September 17 


September 6 


August 30 


5 yr in 10 earlier than September 25 


September 16 


September 8 


OWFH Station : BROWNS PARK REFUGE, 1017 
art yr. - 1966 end yr. - 1988 







Daily Minimum Temperature 



Probabi I i ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


109 


83 


51 


8 years in 10 


117 


93 


63 


5 years in 10 


132 


111 


86 


2 years in 10 


146 


129 


109 


1 year in 10 


154 


139 


121 
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TAPS Station : CRAIG, 1928 

start yr. - 1948 end yr. - 1977 



Month 


Temperature 


Preci p i tat ion 


i 

i 




2 years in 10 
wi 1 1 have 


avg 
no. of 
grow'n 
degree 

days* 


avg 
(in.) 


2 yrs in 10! 

will have ! average 


avg ! avg 
dai lyldai ly 

max ! min 


avg 


max 

temp . 
>than 


min 
temp. 
<than 


1 ess ! more ! days wi th 
than! than! 0.10 inch 
<in.)!(in.K or more 


January 
February 
March 
Apri 1 
May 
June 
July 
August 
September 
October 
November 
December 


31. Oi 3.5 
35.5! 8.0 
43.3! 17.0 
55.81 27.5 
67.4! 35.6 
77.2! 42.5 
85.0! 48.8 
82.7! 47.2 
74.6! 38.0 
62.5! 27.8 
46.1! 17.4 
34.3! 7.3 


17.3 
21.7 
30.1 
41.6 
51.5 
59.8 
66.9 
64.9 
56.3 
45.1 
31.7 
20.8 


51 
55 
66 
75 
83 
91 
95 
93 
89 
80 
66 
55 


-32 
-27 
-11 
10 
20 
28 
36 
33 
22 
9 
-11 
-22 



1 
17 
119 
366 
654 
830 
768 
487 
197 
17 
1 


1.01 
0.82 
0.89 
1.23 
1.25 
t.22 
0.87 
1.35 
1.12 
1.19 
1.01 
1.22 


0.48! 1.46! 3 
0.46! 1.15! 3 
0.46! 1.26! 3 
0.68! 1.71! 4 
0.41! 2.03! 3 
0.34! 1.93! 3 
0.38! 1.29! 2 
0.58! 2.00! 3 
0.36! 1.74! 3 
0.55! 1.83! 3 
0.50! 1.45! 3 

0.57J 1.78! 4 
i i 




i 












> i 


Yearly : 


~" i 












i i 

i i 


i *~ 












i i ~" 
i 


Average 


57.9! 26.7 


42.3 


_ 








1 _-. ' 










i i 

i * 


Extreme 


99! -45 

i 




95 


-36 






i i 
i i 






i i 
i i 


"* ~ " 

Total 


t ___ 
i 








3456 


13.18 


6,33!16.42! 37 
i t 


i ** 
i 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
minimal for the principal crops in the area (Threshold : 40.0 deg. F> 



is 
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FROST Station : CRAIG, 1928 
start yr. - 1948 end yr. - 1977 



Temperature 



! - 

Probab i 1 i ty ! 

_ i 


24F or lower ! 
i 


28F or lower 


32F or lower 


i 

t 
i 

Last freezing temperature ! 
in spring : March-June 1 


i 







1 year tn 10 later than 


Hay 21 


June 2 


June 21 


2 year in 10 later than 


May 15 


May 27 


June 15 


5 year in 10 later than-- 


May 2 


May 16 


June 4 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 earl ier than 


September 16 


September 7 


August 26 


2 yr in 10 earlier than 


September 21 


September 11 


August 31 


5 yr in 10 earlier than 


October 1 


September 20 


September 10 



GROWTH Station : CRAIG, 1928 
start yr. - 1948 end yr. - 1977 



Daily Minimum Temperature 



Probab i 


,ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


113 


99 


74 


8 years 


in 10 


121 


106 


81 


5 years 


jn 10 


135 


119 


96 


2 years 


in 10 


149 


132 


111 


1 year i 


n 10 


157 


139 


118 
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TAPS Station : CRAIG 4 SW, 1932 
start yr. - 1977 end yr. - 1988 



Month 


Temperature 


Preci p Station 




i 
i 

i 


2 years i n 10 
wi 1 1 have 


avg 

no. of 
grow' n 

degree 
days* 


!2 yrs in 10! 
! will have ! average 


avg 
dai ly 

max 


i 
avg ! avg 
dai ly! 

min ! 


max 

temp. 
>than 


min 
temp . 
<than 


avg ! less! more! days with 
! than! than! 0.10 inch 
( in.) ! ( i n,> ! ( i n.) ! or more 


January 
February 
March 
Apri 1 
May 
June 
July 
August 
September 
October 
November 
December 


30.6 
34.5 
43.3 
54.9 
64.3 
77,8 
83.8 
82,4 
73.9 
59,4 
43.3 
33.5 


5.7! 18.2 
10.3! 22.4 
20.7! 32.0 
27.9! 41.4 
36.1! 50.2 
43.9! 60.8 
49,9! 66.9 
48.7! 65.5 
39,8! 56,9 
28,8! 44.1 
19.3! 31.3 

9.5! 21,5 

i 


50 
56 
65 
75 
87 
91 
93 
94 
91 
79 
67 
55 


-26 
-23 
-1 
9 
22 
29 
37 
36 
20 
10 
-6 
-19 



2 
16 
138 
319 
617 
832 
785 
507 
174 
27 
2 


1.04! 0.51! 1.49! 3 
1.13! 0.72! 1.50! 4 
1.91! 1.46! 2.33! 6 
1.65! 0.99! 2.25! 5 
1.83! 1.02! 2.55; 6 
1.19! 0.40! 1.84! 3 
1.62! 1.01! 2.17! 4 
1.38! 0.71! 1.97! 4 
1.32! 0.46! 2.03! 3 
2.14! 1.20! 2.98! 5 
1.48! 0.79! 2.10! 4 

1.06! 0.53! 1.53! 3 
i i i 














P i i *- 

i i -i 


Yearly : 




* i ** 
i 








i i ( - - 

i i * 




i 








i i i - 
i i- i 


Average 



56.8 


28.4! 42.6 
i 








- , | ~ ( _ _ _ 
1 1 1 








1 1 1 


Extreme 


97 


~"Jo r 

1 


96 


-30 




1 ~ 1 1 "~ 
1 > 1 




1 1 t 


Total 




1 






3418 


17.75! 9. 21J21. 671 50 
i i i 




1 ~" 
\ 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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FROST Station : CRAIG 4 SW, 1932 
start yr. - 1977 end yr. - 1988 



Temperature 



Probability 24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June ! 










1 year in 10 later than ! May 28 


June 


8 


June 


16 


2 year in 10 later than ! May 17 


May 


31 


June 


12 


5 year in 10 later than ', April 27 


May 


14 


June 


3 


First freezing temperature 
in fait : August-Nov, 












1 yr in 10 earlier than 


September 16 


September 


16 


August 


30 


2 yr in 10 earlier than 


September 22 


September 


20 


September 


5 


5 yr in 10 earlier than 


October 3 


September 


27 


September 


17 



GROWTH Station : CRAIG 4 SW, 1932 
start yr. - 1977 end yr. - 1988 



Daily Minimum Temperature 



Probabi i 


ity 


* days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


108 


96 


78 


8 years 


in 10 


122 


107 


87 


5 years 


in 10 


150 


129 


105 


2 years 


in 10 


178 


151 


122 


1 year i 


n 10 


192 


162 


131 
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TAPS Station : DINOSAUR NATL MONUMENT, 228G 
start yr. - 1965 end yr. - 1988 



Month 


Temperature 


Preci p i tat ion 








2 years in 10 
will have 


av 9 

no. of 

grow ' n 
degree 
days* 


12 yrs in 10! 
! will have ! average 


avg 
dai ly 
max 


avg 
dai ly 
min 


avg 


max 
temp. 
>than 


mi n 
temp. 
< than 


avg ; (ess. more! days with 
I than! than! 0,10 inch 
(in.) ! (in.) ! (in.) ! or more 


January 
February 
March 
Apr! 1 
May 
June 
July 
August 
September 
October 
November 
December 


32.0 
38.8 
49.0 
60.0 
70.9 
82.8 
90.0 
87.8 
77.5 
63.1 
45.9 
34.1 


8.6 
13.7 
23.5 
30,4 
39.5 
47.8 
55.7 
53.7 
44.3 
33.7 
22.7 
11.5 


20.3 
26.2 
36.2 
45.2 
55.2 
65.3 
72.8 
70.8 
60.9 
48.4 
34.3 
22.8 


51 
57 
68 
79 
87 
97 
100 
98 
92 
80 
65 
52 


-17 
-10 
3 

it 

24 
30 
43 
39 
26 
14 

-11 



5 
49 
193 
472 
759 
1006 
952 
627 
282 
38 
1 


0.651 0.24! 0.99! 2 
0.521 0.22! 0.77! 1 
1.02! 0.37! 1.57! 3 
1.12! 0.53! 1.62! 3 
1.38! 0.52! 2.21! 4 
1.27! 0.28! 2.04! 2 
1.12! 0.48! 1.67! 3 
0.85! 0.26! 1.39! 2 
1.12! 0.32! 1.76! 3 
1.57! 0.72! 2.30! 4 
0.79! 0.39! 1.20! 2 

0.77! 0.30! 1.17! 2 
i j i 
















! | ( -, 
I 1 1 


Yearly : 














I 1 1 










_ _ 




1 1 1 


,-. 
Average 


61.0 


32.1 


46.5 








1 _ ' _ ' 








1 1 1 


Extreme 


102 


-24 




101 


-18 




_ ' ' ' 




1 1 1 


Total 


_. 










4384 


12.17! 8.39114.141 31 

i i i 














*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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FROST Station : DINOSAUR NATL MONUMENT, 2286 
start yr. - 1965 end yr. - 1988 



', Temperature 


Probabi I i ty 


1 24F or lower ! 28F or lower 32F or lower 


Last f reez i ng 
in spring : 


temperature ! ! 
March-June ! 




1 year in 10 


later than ! May 23 June 5 June 


15 


2 year in 10 


later than i May 13 May 27 ! June 


8 


5 year in 10 


! ater than ! Apr! 1 23 


Say 12 


May 


26 


First f reez i 
in fat 1 : 


ng temperature 
August-Nov. 










1 yr in 10 earl i er than-- 


October 4 


September 20 


September 


12 


2 yr in 10 earlier than 


October 11 


September 26 


September 


17 


5 yr in 10 earlier than-- 


October 23 


October 8 


September 


25 



GROWTH Station : DINOSAUR NATL MONUMENT, 2286 
start yr. - 1965 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


1 ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


138 


118 


98 


8 years 


in 10 


148 


127 


106 


5 years 


in 10 


167 


145 


121 


2 years 


in 10 


187 


162 


136 


1 year 


in 10 


197 




171 


144 
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TAPS Station : GREYSTONE, 3603 
start yr. - 1959 end yr. - 1962 





Temperature 


Preci p i tat i on 




! ; 


2 years in 10 




!2 yrs in 10! 




1 


wi 1 1 have 


avg 


! wi 1 1 have ! average 


Month 


avg ! avg ! avg 


max 


min 


no. ot 
grow 1 n 


avg ! Less! more! days with 




dai 1 y ! dai 1 y ! 


temp. 


temp. 


degree 


! than! than! 0.10 inch 




max ! min 1 


Hhan 


<than 


days* 


(in.) ! <in.) ! < in.) ! or more 


January 


34.1! 10. 1! 22.1 


47 


-17 





0.63! 0.08! 1.04! 1 


February 


37.0! 16.0! 26.5 


56 


-16 


3 


1.12! 0.22! 1.82! 3 


March 


44.1! 20.61 32.4 


64 


1 


24 


1.23! 1.07! 1.39! 5 


Apri 1 


60.6! 29.11 44.9 








189 


0.90! 0.00! 0.00! 4 


May 


69.2! 36.21 52.7 


97 


24 


498 


1.85! 1.47! 2.21! 5 


June 


82.9! 48.6! 65.8 


93 


30 


773 


1.01! 1.19! 1.81! 2 


July 


88.4! 53.5! 71.0 


98 


42 


960 


0.32! 0.04! 0.52! 


August 


84.5! 49.7! 67.1 


93 


31 


841 


1.04! 1.04! 1.04! 2 


September 


75.2! 40.9! 58.1 


89 


23 


547 


1.22! 0.61! 1.74! 5 


October 


60.1! 31.6! 45.9 


78 


13 


230 


1.61! K18! 2.01! 3 


November 


46.7! 21.7! 34.2 


58 


2 


14 


0.73! 0.51! 0.931 4 


December 


39.4! 15.4! 27.4 


57 


l 





0.89! 0.56! 1.18! 4 




1 ' 












""* i *~"~ i ~ 










Yearly : 


i i 










1 ' 










Average 


60.2! 31.1! 45.7 








i i i 








i i i 




i i 








i i i 


Extreme 


> i 

QQ ' -1Q 1 
3O i 1 3 i 


99 


-19 




i i t 




i i i ** 




i i 








i i i 




1 i 








i i ~~ i 


Total 


i i 






4078 


12.541 5.74! 9.04! 38 


i i 








i i 








i i i 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum dai ly temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg, F> 
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FROST Station : GREYSTQNE, 3609 
start yr. - 1959 end yr. - 1962 



Temperature 


Probability 24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 










1 year in 10 later than 


May 6 


May 19 


June 


22 


2 year in 10 later than 


May 6 


May 19 


June 


22 


5 year in 10 later than 


May 6 


May 19 


June 


22 


First freezing temperature 
in f al 1 : August-Nov. 










1 yr in 10 earlier than October 3 


September 31 


August 


24 


2 yr pfl 10 earlier than October 3 


September 31 


August 


24 


5 yr in 10 earlfer than October 3 


September 31 


August 


24 



GROWTH Station : GREYSTONE, 3609 
start yr. - 1959 end yr. - 1962 





Daily Minimum Temperature 


Probabi 1 i ty 


days > 24F 


* days > 28F 


# days > 32F 


9 years in 10 










8 years in 10 









5 years in 10 








2 years in 10 










1 year in 10 
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TAPS Station : MAYBELL, 5446 
start yr. - 1958 end yr. - 1988 





Temperature 


Preci p t tat 


ion 




\ 


| 


! 


2 years in 10 








!2 yrs 


in 10! 






| 


! 


! 


wi 1 1 have 


avg 






! wi M 


have ! 


average 




i 


i 


i 




no. of 






i 


i 


number of 


i 


i 


i 








Month 


avg ! 


avg ! 


avg ! 


max 


mi n 


grow' n 


avg 


! 1 ess 


! more! 


days wi th 




dai 1 y ! 


dai ly! 


1 


temp . 


temp. 


degree 






! than 


! than! 


0.10 inch 




max ! 


mi n ! 


F 
F 


>than 


<than 


days* 


(in 


> 


! (in.) 


! (in.) ! 


or more 


January 


31.7! 


1.7! 


16.7! 


52 


-41 


1 


0. 


78 


! 0.27 


! 1.20! 


3 


February 


37.4! 


7.11 


22.2! 


56 


-31 


2 


0. 


78 


! 0.36 


! 1.15! 


2 


March 


46.8! 


17.0! 


31.9! 


69 


-11 


23 


1. 


09 


! 0.48 


! 1.62! 


3 


Apri 1 


58.7! 


26.2! 


42.4! 


78 


6 


149 


1. 


27 


! 0.48 


! 1.93! 


4 


May 


70.0! 


33.2! 


51.6! 


86 


18 


358 


1. 


16 


; 0.40 


1 1.88! 


3 


June 


79.7! 


40.5! 


60.1! 


93 


27 


608 


1. 


20 


! 0.37 


! 1.87! 


3 


July 


86.9! 


46.6! 


66.7! 


96 


34 


736 


0. 


90 


! 0.31 


! 1.38! 


2 


August 


84.3! 


45.0! 


64.6! 


94 


31 


683 


0. 


91 


! 0.29 


! 1.41! 


2 


September 


73.9! 


35.6! 


54.7! 


91 


16 


487 


1. 


13 


! 0.37 


! 1.75! 


4 


October 


62.5! 


25.5! 


44.0! 


78 


3 


177 


1. 


19 


! 0.39 


! 1.851 


3 


November 


46.0! 


16.2! 


31.1! 


66 


-13 


14 


1. 


18 


! 0.56 


! 1.72! 


3 


December 


34.4! 


4.5! 


19.5! 


54 


-32 


1 


1. 


11 


! 0.45 


! 1.67! 


3 






' 






__ 






Yearly : 


i i i 








i i i 
















Average 


59.4! 


24.9! 


42.1! 





























1 




Extreme 


102! 


-61! 


] 


97 


-44 










1 ' 











i 


i 




* 


i 


i 












i 


> i 




Total 


i * i 




3237 


12. 


70 


! 5.71 


114.89! 


35 


i 


i 


i 








i 


___ i 






















*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : MAYBELL, 5446 
start yr. - 1958 end yr. - 1988 



1 
1 




Temperature 




Probability 1 


24F or lower 1 


28F or lower 


32F or lower 


Last freezing temperature I 
in spring : March-June 








1 year in 10 later than 


May 22 


June 6 


June 26 


2 year in 10 later than 


May 18 


May 31 


June 2C 


5 year in 10 later than 


May 11 


Mav 20 


June 1C 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 earl i er than 


September 17 


September 7 


August 16 


2 yr in 10 earlier than 


September 20 


September 12 


August 22 


5 yr in 10 earl i er than 


September 27 


September 19 


September 5 



GROWTH Station : HAYBELL46 
start yr. - 1958 end yr. - 1988 



Daily Minimum Temperature 



Probab i 1 i 


ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years i 


n 10 


99 


85 


60 


8 years i 


n 10 


106 


92 


68 


5 years i 


n 10 


118 


107 


32 


2 years i 


n 10 


131 


121 


96 


1 year in 


10 


138 


129 

~- . .-._ 


103 
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TAPS Station : SUNBEAM 7 SW, 8100 
start yr. - 1948 end yr. - 1952 





Temperature 


Precipitation 




! 




2 years in 10 




!2 yrs in 10! 




1 




will have 


avg 


! will have ! average 


Month 


avg ! avg 


avg 


max 


m i n 


grow ' n 


, _ _ - h number of 
avg 1 less! more! days with 




dai lyidai ly 




temp. 


temp. 


degree 


! than! than! 0.10 inch 




max ! min 




>than 


<than 


days* 


(in .) ! ( in.) ! (in.) ! or more 


January 


25.7! -5.2 


10.3 


49 


-40 


1 


1.00! 0.70! 1.28! 3 


February 


36.5! 8.0 


22.2 


58 


-47 


1 


0.18! 0.06! 0.28! 


March 


46.4! 20.6 


33.5 


61 


2 


11 


0.26! 0.13! 0.37! 


Apr! 1 


60.9! 27.3 


44.1 


80 


6 


160 


1.36! 1.00! 1.69! 4 


May 


68.1! 33.4 


50.7 


85 


18 


342 


1.25! 0.70! 1.75! 3 


June 


77.1! 38.5 


57.8 


88 


23 


535 


0.96! 0.09! 1.59! 3 


July 


86.2! 44.6 


65.4 


96 


31 


787 


0.53! 0.38! 0.68! 2 


August 


85.3! 42.9 


64.1 


94 


30 


742 


0.77! 0.15! 1.25! 1 


September 


77.2! 34.0 


55.6 


92 


20 


467 


0.70! 0.18! 1.11! 2 


October 


63.6! 26.3 


44.3 


79 


10 


176 


1.49! 0.70! 2.17! 3 


November 


45.7! 17.1 


31.4 


69 


-17 


19 


0.52! 0.31! 0.70! 


December 


36.3! 8.6 


22.4 


58 


-28 


1 


0.87! 0.46! 1.24! 3 


_ 


1 










i i i 


Yearly : 


, 






^- 




t i i 


i 










i ~*** i ~~ i ~~ 




i 










i i i 




i 










i i ~~ 


Average 


59.1! 24.7 


41.9 








i i i 








i i i 




1 










i i i 




t 










i - i i "~~ 


Extreme 


96! -47 





98 


-46 




i i i 








i 










i i i 


Total 


1 








3241 


9.89! 2.11! 9.96! 24 


1 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is a minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : SUNBEAM 7 SW, 8100 
start yr. - 1948 end yr. - 1952 







i ^utp D i a vu i <* 




Probabi 1 i ty 


24F or lower 


28F or lower 


32F or lower 

M _ ._ _^_ *-" 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


June 27 


June 12 


June 7 


2 year in 10 later than 


June 10 


June 7 


June 6 


5 year in 10 later than 


May 11 


May 29 


June 4 


First freezing temperature 
i n fa! 1 : August-Nov. 








1 yr in 10 earlier than 


September 9 


September 9 


August 1 


2 yr in 10 earl ler than 


September 11 


September 11 


August 10 


Syr in 10 earl ier than 


September 15 

i 


September 15 


August 27 



GROWTH Station : SUNBEAM 7 SW, 8100 
start yr. - 1948 end yr. - 1952 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


88 


90 


50 


8 years 


in 10 


97 


92 


55 


5 years 


in 10 


114 


96 


63 


2 years 


in 10 


131 


100 


72 


I year i 


n 10 


140 


102 


76 
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TAPS Station : CIMMARON 3 S, 1609 
start yr. - 1951 end yr. - 1988 







Tern 


^eratur 


3 




Prec i p i tat ion 






1 
1 
1 
1 

1 


2 year 

wi 1 1 


3 in 10 
have 


avg 


!2 yrs in 10! 
! wi 1 1 have ! average 


Month 


avg 

dai ly 
max 


~" 1 

avg ! avg 
dai ly! 
min 1 


max 
temp. 
>than 


min 
temp. 
<than 


grow'n 
degree 
days* 


avg ! less! more! days with 
! than! than! 0.10 inch 
(in.)!(in.)!(in.)! or more 


January 
February 
March 
Apr! 1 
May 
June 
July 
August 
September 
October 
November 
December 


33.8 
38.1 
46.4 
57.8 
68.6 
80.5 
85.5 
83.4 
75,6 
64.5 
47.9 
35.8 


-0.51 16.7 
4.5! 21.3 
15.5! 30.9 
22.9! 40.3 
30.3! 49.4 
36.5! 58.5 
43.4! 64.4 
42.3! 62.8 
33.3! 54.4 
23.9! 44.2 
14.7! 31.3 
3.3! 19.6 


58 
55 
67 
75 
84 
92 
94 
92 
90 
81 
68 
55 


-30 
-27 
-14 
3 
15 
23 
31 
30 
19 
8 
-13 
-25 



1 
11 
90 
297 
561 
752 
704 
431 
159 
11 



1.20! 0.27! 1.99! 2 
0.87! 0.28! 1.39! 3 
1.07! 0.38! 1.69! 3 
0.81! 0,33i 1.30! 2 
1.03! 0,35; 1.70! 3 
0.87! 0.24! 1.58! 2 
1.31! 0.611 1.99! 4 
i.49! 0.52! 2.30! 4 
1.31! 0.40! 2.351 3 
1.24! 0.56! 2.02! 3 
0.94! 0.42! 1.44! 3 

0.92! 0.29! 1.44! 3 

i i i 














i i i 














i i i 


Year 1 y i 




-, _ ( 
i 






_ 


i i < 






. _ ( 








1 ' ~. ' _. 


Average 


oy .0 


c.Oi 41 .c. 








i i ~~ i 
i i i 






i 








_._!__ ( ___ ( __ 

1 1 __ I _ 


Extreme' 


yy 


-~Q3i 
i 


ytj 


33 




II 1 
1 1 1 






i 
i 






^fl!7 


T3 AR 1 7 1 9 ' 1ft ("1Q 1 ^S 


l otal 




( _. 
i 








i i i 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : CIMMARQN 3 S, 1609 
start yr, - 1951 end yr. - 1988 



Temperature 



Probability \ 24F or lower 1 28F or lower 


32F or lower 


Last freezing temperature ' \ 
in spring : March-June 1 ! 






1 year in 10 later than ! June 10 


June 19 


June 


29 


2 year in 10 later than 


June 4 


June 14 


June 


25 


5 year in 10 later than 


May 22 


Junt 4 


June 


19 


First freezing temperature 
i n f alt : August-Nov. 










1 yr in 10 earlier than 


September 13 


August 31 


August 


11 


2 yr in 10 earlier than 


September 18 


September 4 


August 


17 


5 yr in 10 earlier than 


September 27 


September 12 


August 


29 



GROWTH Station : CIMMARON 3 S, 1609 
start yr. - 1951 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


82 


65 


39 


8 years 


in JO 


91 


75 


47 


5 years 


in 10 


108 


92 


62 


2 years 


in 10 


126 


110 


78 


1 year 


n 10 


135 


119 


86 
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TAPS Station : URAVAN, 8560 
start yr. - 1961 end yr. - 1988 





Temperature 


Preci p i tat ion 




! 




2 years i n 10 




!2 yrs in 10! 




! 




will have 


avg 


! will have ! average 




i 






no. of 


i i i f 


i 








Month 


avg ! avg 


avg 


max 


m i n 


grow ' n 


avg ! less! more! days with 




dai 1 y !dai ly 




temp . 


temp. 


degree 


I than! than! 0.10 inch 




max ! min 




>than 


< than 


days* 


(in.)l(in.)!(in.>! or more 


January 


41.3! 14.9 


28.1 


58 


-10 


4 


0.92! 0.33! 1.47! 3 


February 


49.3! 21.8 


35.6 


66 


2 


26 


0.64! 0.24! 1.06! 2 


March 


57.6! 28.7 


43.1 


76 


13 


136 


1.05! 0.38! 1.68! 3 


Apri 1 


67.3! 35.2 


51.2 


85 


19 


340 


1.02! 0.46! 1.51! 3 


May 


78.1! 44.1 


61.1 


94 


30 


639 


1.03! 0.401 1.62! 3 


June 


88.9! 51.8 


70.3 


102 


39 


869 


0.46! 0.12! 0.79! 1 


July 


94.8! 58.9 


76.9 


106 


48 


1131 


1.34! 0.57! 1.99! 4 


August 


91.9! 57.7 


74.8 


103 


43 


1008 


1.43! 0.54! 2.18! 4 


September 


83.3! 47.8 


65.5 


98 


32 


720 


1.32! 0.38! 2.09! 3 


October 


71.4! 36.8 


54.1 


88 


23 


426 


1.59! 0.46! 2.51! 3 


November 


54.6! 27.0 


40.8 


76 


10 


96 


1.14! 0,63! 1.59! 3 


December 


42.7! 18.6 


30.6 


59 


-2 


7 


0.99! 0.39; 1.49! 3 


_ _ _ 


, 








"" "" 


i 


Yearly : 


1 
















" " 






i i 


Average 


68.4! 36.9 


52.7 








i i i 












i 










i t i 


Extreme 


115! -23 





107 


-11 




1 ' ___ p _ _ 




i i i 




, 










i i i 


Total 


1 








5401 


12.93! 9.5K15.15! 35 


i 










i i 











*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum dai ly temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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FROST Station : URAVAN, 8560 
start yr. - 1961 end yr, - 1988 



! Temperature 




Probability 1 24F or lower 28F or lower 


32F or lower 


Last freezing temperature 1 
in spring : March-June ! ! 






1 year in 10 later than 1 April 18 1 April 29 


May 


18 


2 year in 10 later than 


April 12 ! April 24 


May 


14 


5 year in 10 later than 


April 3 


April 18 


May 


5 


First freezing temperature 
in f a! ! : August-Nov. 










1 yr in 10 earlier than 


October 24 


September 30 


September 


15 


2 yr in 10 earlier than 


October 28 


October 8 


September 


23 


5 yr in 30 earlier than 


November 6 


October 24 


October 


8 



GROWTH Station : URAVAN, 8560 
start yr. - 1961 end yr. - 1968 



Daily Minimum Temperature 



Prcbabi 


lity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


170 


149 


124 


8 years 


in 10 


178 


158 


133 


5 years 


in 10 


193 


175 


152 


2 years 


in 10 


208 


193 


171 


1 year 


in 10 


215 


202 


180 
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TAPS Station : OURAY, 6203 

start yr. - 1948 end yr. - 198B 



Month 


Temperature 


Precipitation 


I 




2 years i n 10 
w! 1 1 have 


avg 
no. of 
grow'n 
degree 
days* 


32 yrs in 10! 
! will have ! average 


avg ! avg 
dai 1 y Ida i 1 y 
max i min 




max 

temp. 
>than 


mi n 
temp. 
< than 


avg ! less! morel days with 
I than! than! 0.10 inch 
( in.) ! (i n.) ! < in.) 3 or more 


January 
February 
March 
Apri 1 
May 
June 
July 
August 
September 
October 
November 
December 


37.8! 14.9 
39.9! 16.8 
44.6! 21.6 
54.0! 29.2 
63.71 37.3 
74.3! 44.5 
78.6! 50.8 
76.61 49.7 
70.8! 43.4 
60.3! 34.1 
46.3! 23.5 
38.8; 16.8 


26.4 
28.4 
33.1 
41.6 
50.5 
59.4 
64.7 
63.1 
57.1 
47.2 
34.9 
27.8 


56 
58 
63 
71 
79 
87 
88 
87 
84 
76 
65 
56 


-11 
-8 
-0 
10 
23 
30 
41 
39 
28 
15 
1 
-5 


3 
5 
25 
124 
334 
582 
765 
717 
514 
253 
42 
3 


1.66! 0.94! 2.30! 5 
1.74! 0.98! 2.42! 6 
2.15! 1.24! 2.95! 7 
1.84! 1.18! 2.45! 5 
1.79! 0.83i 2.61! 5 
1.211 0.431 1.92! 3 
2.20! 1.32! 2.99! 6 
2.25! 1.24! 3.15! 7 
1.81! 0.65! 2.77! 5 
2.09! 0.82! 3.16! 5 
1.94! 1.09! 2.69! 5 
1.68! 0.89! 2.37; 5 
















Yearly : 
























i i i 


Average 


57.1! 31.9 


44.5 








I .' ! 










Extreme 


1 

97! -22 





90 


-14 










Total 


1 








3365 


22. 38114. 12127. 33! 64 











*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
\s minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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FROST Station : OURAY, 6203 
start yr. - 1949 end yr. - 1988 



1 
t 




Temperature 




Probabi 1 i ty 1 


24F or lower ! 


28F or lower ! 


32F or lower 


Last freezing temperature ! 
in spring : March-June ! 

1 year in 10 later than 


May 12 


i 
May 30 


June 17 


2 year in 10 later than 


May 7 


May 23 


June H 


5 year in 10 later than 


April 26 


M?y 11 


May 29 


First freezing temperature 
in fal 1 : August-Nov. 








1 yr in 10 earl ier than 


October 5 


September 22 


September 12 


2 yr in 10 earl ier than - 


October 10 


September 28 


September 17 


5 yr in 10 earlier than 


October 21 


October 8 


September 26 



GROWTH Station : OURAY, 6203 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 i ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


138 


121 


94 


8 years in 10 


147 


129 


103 


5 years in 10 


163 


146 


119 


2 years in 10 


178 


162 


135 


1 year in 10 


187 


171 


144 
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TAPS Station : ASPEN, 0370 

start yr. - 1948 end yr. - 1980 



Month 


Temperature 


Preci p i tat ion 


i i 

i i 
i i 


2 years i n 10 
will have 


avg 
no. of 
grow 1 n 
degree 
days* 


\2 yrs in 10! 
! will have ! average 


i ~ i 

avg ! avg ! avg 
dai 1 y ! dai i y 1 
max 1 min ! 


max 

temp. 
>than 


min 
temp. 
< than 


avg 1 less! more! days with 
I than! than! 0.10 inch 
< i n.) 1 < i n.) ! < i n.) 1 or more 


January 
February 
March 
Apri 1 
May 
June 
July 
August 
September 
October 
November 
December 


33.4! 7.4! 0.4 
37.3! 9.9! 23.6 
42.5! 15. 6! 29.0 
52.7! 24.5! 38.6 
63.5! 32.7! 48.1 
73.7! 38.9! 56.3 
79.7! 44.9! 62.3 
77.4! 43.2! 60.3 
70.4! 36.6! 53.5 
60.2! 28.3! 44.3 
44.1! 17.4! 30.7 

34.6! 9.0! 21.8 
i i 


59 
55 
61 
70 
79 
87 
89 
88 
85 
75 
64 
53 


-20 

-17 

_Q 
C3 

5 
17 
26 
34 
31 
21 
3 
-9 
-14 




1 
7 
69 
263 

483 
686 
625 
401 

177 
14 
1 


1.81! 0.96! 2.56! 6 
1.55! 0.91! 2.13! 5 
1.89! 1.10! 2.59! 5 
1.64! 0.96! 2.26! 5 
1.44! 0.77! 2.03! 4 
1.26! 0.38! 1.97! 3 
1.51! 0.86! 2.09! 4 
1.80! L15! 2.39! 5 
1.58! 0.61! 2.39! 4 
1.48! 0.72! 2.23! 4 
1.55! 1.03! 2.03! 5 

1.87! 0.86! 2,74! 6 
i i i 




i i 
i i 




_ 




i i i 
i i i 


Yearly : 


_ r _ ( 
i i 








i i i 

i i i 


i i 

i i 








~i i t 
i i i 


_ 
Average 


55.8! 25.7! 40.7 
i i 








( ( - ( 
1 1 1 








"*"" 1 ~ 1 1 
1 1 1 


Extreme 


i i 

QQ ' _QQ ' 
33 i OO i 

< i 


90 


-22 




1 1 1 




""" 1 1 1 
1 1 1 


"""** "" 

Total 


i ' 
i i 






2725 


1 1 1 

19. 39111. 46123.83! 56 

i i i 


i i 
i i 


" 





*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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FROST Station : ASPEN, 0370 
start yr. - 1948 end yr. - 1980 



1 




Temperature 




1 

Probabi 3 i ty ! 


24F or 1 ower ! 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year sn 10 later than ! 


June 5 


June 18 


June 25 


2 year in 10 later than 
5 year in 10 later than 


May 29 
May 16 


June 12 
May 30 


June 21 
June 12 


First freezing temperature 
in fa! 1 : August-Nov . 








1 yr in 10 earlier than 


September 18 


September 8 


August 20 


2 yr in 10 earfier than 


September 23 


September 13 


August 26 


5 yr in 10 earl ler than 


October 2 


September 21 


September 5 











GROWTH Station : ASPEN, 0370 
start yr. - 1948 end yr. - 1980 



Daily Minimum Temperature 



Probabi 1 


ity 


1 days > 24F 


# days > 28F 


if days > 32F 


9 years 


in 10 


103 


79 


53 


8 years 


in 10 


111 


88 


63 


5 /ears 


in 10 


125 


105 


80 


2 years 


in 10 


140 


123 


98 


1 year i 


n 10 


148 


132 


107 



I - 84 



start yr. - 1980 end yr 



1988 



1 Temperature Precipitation 


I 
I i 


V. years in 10 


12 yrs in 10 




j 


wi 1 1 have 


avg 3 will have average 




i 




no. of 




1 




number of 


Month 


avg ! avg ! avg 


max 


mi n 


grow'n 


avg ! less! morel days with 




dai ly Ida i ly ! 


temp. 


temp . 


degree 


! than 1 than! 0.10 inch 




max 1 m i n ! 


>than 


<lhan 


days* 


( in J ! < in.) \ ( tn.) ! or more 


January 


34. G! 7.7! 21.1 


53 


-17 





1.19! 0.4G1 1.81! 4 


February 


38.3! 10.9! 24.6 


57 


-20 


o 


l.bO! 1.11! 2.20! 5 


March 


43.9! 18.7! 31.3 


63 


-L 


10 


3.13! 2.16! 4.02! 10 


Apri 1 


50.9! 25.4! 38.2 


B C J 


3 


39 


2.08! 1.44! 2.67! 7 


May 


60.1! 33.8! 47.0 


76 


18 


244 


2.481 1.53! 3.34! 7 


June 


71.1! 41.0! 56.0 


84 


25 


482 


1.87! 0.96! 2.66! S 


July 


76.7! 46.81 61.7 


88 


39 


673 


1.78! 0.99! 2.48! 6 


August 


75.3! 46.5! BO. 9 


84 


34 


643 


1.761 1.04! 2.40! S 


September 


07.4! 58.9! 53.1 


81 


24 


397 


2.04! 0.83! 3.06! 6 


October 


54.7! 29.11 41.9 


72 


12 


131 


2,391 1.29! 3.36! 6 


November 


42.9! 18.7! 30.8 


64 


-3 


21 


2.58! 1.501 3,54! 8 


December 


35.2! 11.81 23.5 


55 


-It 





2.24! 1.061 3.26! 7 




i * 








i i i 




, 










Yearly : 


1 ' 








> < i 


, , 










Average 


54.2! 27.4! 40.8 

1 r| 
















i i i 


Cxtreme 


I | 

92! -241 


88 


-22 








i > i 




, i 








i i j 


Total 








2697 


25.221 8.90129.84! 77 


i i 
















i _. > i ,. . 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, arid subtracting tho temperature below which growth 
'- minimal for the principal crops in the area (Threshold : 40.0 deg, F) 



s 
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FROST Station : ASPEN 1 SW, 0372 
start yr. - 1980 end yr. - 1988 



1 




Temperature 




Probabi 1 i ty ! 


24F or lower ! 


28F or lower 


32F or lows 


Last freezing temperature 1 
in spring : March-June ! 


\ 






1 year in 10 later than ! 


June 2 


June Ib 


June 2 


2 year in 10 later than 1 


May 26 


June 3 


June 2 


5 year in 10 later than 


May 12 


Mf / 26 


June 1 


First freezing temperature 

in fall : August-Nov. 








1 yr in 10 earlier than 


September 19 


September 18 


August 2( 


2 yr in 10 earl ler than 


September 24 


September 23 


August 2 


5 yr m 10 earlier than 


October 4 


October 2 


September 13 


OWTH Station : ASPEN 1 SW, 03 
art yr. - 1980 end yr. - i9f 


72 
38 







Daily Minimum Temperature 



Probabi ! ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


114 


100 


58 


8 years in 10 


121 


105 


69 


5 years in 10 


135 


116 


91 


2 years in 10 


148 


126 


113 


1 year m 10 


155 

''- '-- -* 


131 


125 
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TAPS Station : MEREDITH, 5507 
start yr. - 1963 end yr. - 1988 





Temperature 


Precip i tat ion 










2 years in 10 




12 yrs in 10! 










will have 


avg 


! will have 1 average 












no. of 


1 I L f 










- - - -i number of 


Month 


avg 


avg 


avg 


max 


min 


grow' n 


avg ! U&s! morel days with 




dai 1 y 


daily 




temp. 


temp. 


degree 


! than ! than ! 0.10 i nch 




max 


mi n 




>than 


<than 


days* 


( i n . ) ! { i n .) ! ( i n, ) ! or more 


January 


33.5 


2.G 


18.1 


52 


-26 





1.43! 0.66! 2.09; 5 


February 


36.5 


3.5 


20.0 


54 


-24 





0,93! 0.48! 1.331 4 


March 


41.1 


11.9 


26.5 


58 


-15 


o 


1.27! 0.60! 1.85! 5 


Apr i I 


50.4 


20.6 


35.5 


69 


-0 


34 


1.17! 0.76! 1.551 4 


May 


6?. 5 


29.3 


45.9 


77 


15 


191 


1.51! 0.68! 2.22! 4 


June 


72.9 


34,7 


53.8 


86 


24 


396 


1.43! 0.72! 2.26! 3 


July 


80.1 


40.8 


60.4 


90 


30 


617 


1.72! 0,99! 2.37! 5 


August 


77.9 


39,5 


58.7 


92 


28 


572 


1.66! 0.96! 2.29! 5 


September 


70.5 


32,3 


51.4 


85 


18 


395 


1.46! 0.70! 2,26! 5 


October 


59.5 


23.6 


41.5 


76 


7 


101 


1.40! 0.72! 2.00! 3 


November 


43.5 


14.5 


29.0 


65 


-11 


6 


1.23! 0.62! 1.75! 4 


December 


34.8 


5.9 


20.4 


53 


-19 





1.52! 0,53! 2.34! 4 


















Yearly : 














































Average 


55.3 


21.6 


38.4 








. i i 










Cxtreme 


95 


-38 





91 


-29 




i ' _ ' 




i i i 
















i i > _ - _ 


Total 













2314 


16.79! 9.02!20.14! 51 











*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and mmumum daily temperatures, 
dividing the sum by 2, and subtiacting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : MEREDITH, 5507 
start yr. - 1963 end yr. - 1988 







Temperature 




Probab i 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature ! 
in spring : March-June ! 









1 year in 10 later than 1 


June 13 ! 


June 26 


June 30 


2 year in 10 later than 


June 7 


June 21 


June 27 


5 year in 10 later than 


May 26 


June 13 


June 21 " 


First freezing temperature 
i n f at 1 ; August-Nov. 








1 yr in 10 earlier than 


September 6 


August 18 


August 2 


2 yr in 10 earl rer than-- 


September 12 


August 25 


August 10 


5 yr in 10 earlier than 


September 22 


September 6 


August 25 


OWTH Station : MEREDITH, 5507 
art yr. - 1963 end yr. - 1SE 


38 







Daily Minimum Temperature 



Probabi i 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


70 


53 


28 


8 years 


in 10 


80 


62 


38 


5 years 


in 10 


100 


78 


58 


2 years 


in 10 


120 


95 


78 


1 year i 


n 10 


131 


103 


89 



TAPS Station : LITTLE HILLS, 5048 
start yr. - 1948 end yr. - 1988 





Temperature 


Prec i p i tat ion 




! ! 


2 years in 10 






2 yrs in 10! 




> i 


wi 1 1 have 


avg 




will have ! average 


Month 


avg ! avg ! avg 


max 


min 


grow ' n 


avg 


P number of 
1 ess ! more ! days with 




dai 1 y! dai 1 y! 


temp. 


temp. 


degree 




than! than! 0.10 inch 




max ! min ! 


>than 


< than 


days* 


(in.) 


( i n. > ! ( i n.) ! or more 


January 


37.4! 4.3! 20.8 


56 


-30 


1 


0.73 


0.37! 1.04! 2 


February 


41.9! 8.6! 25.3 


60 


-23 


3 


0.78 


0.29! 1.18! 2 


March 


47.7! 16.9! 32.3 


67 


-11 


16 


1.25 


0.62! 1.80! 4 


Apri 1 


58.0! 24.0! 41.0 


76 


4 


104 


1.46 


0.761 2.071 4 


May 


67.9! 31.8! 49.9 


83 


16 


299 


1.41 


0.57! 2.12! 4 


June 


78.9! 38.2! 58.5 


92 


23 


548 


1.14 


0.33! 1.85! 3 


July 


85.4! 45.3! 65.4 


94 


31 


763 


1.21 


0.51! 1.80! 3 


August 


83.1! 43.7! 63.4 


93 


28 


711 


1.52 


0.53! 2.34! 4 


September 


75.8! 34.1! 54.9 


89 


17 


439 


1.17 


0.37! 2.00! 3 


October 


64.0! 23.3! 43.6 


80 


4 


150 


1.24 


0.41! 1.98! 3 


November 


48.7! 14.6! 31.7 


69 


-15 


15 


0.98 


0.49! 1.401 3 


December 


39.2! 6.2! 22.7 


59 


-24 


2 


0.98 


0.47! 1.42! 3 




i i 










1 ' 




i 










~~ i ~ i 


Yearly : 


i i 










i , 


' ' 










i ' 




i i 










i i 


~ 
Average 


60.7! 24.3! 42.5 










> i 










i > 




i 1 










i i 


._ _ 


1 1 










i i -. 


Extreme 


97! -48! 


96 


-34 






i i 






* i 




i i 










r i 




i i 










l I ~" 


Total 


i i 






3049 


13.86 


9.05116.96! 38 


, , 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area {Threshold : 40.0 deg. F> 
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FROST Station : LITTLE HILLS, 5048 
start yr. - 1948 end yr. - 1988 



! Temperature 


Probabi ! ity 


! 24F or lower ! 28F or lower 32F or lower 


Last freezinc 
in spring : 


temperature ! 
March-June ! 




1 year in 10 


! ater than i June 12 


June 22 June 3( 


2 year in 10 


later than 


June 5 


June 16 


June 2! 


5 year in 10 


later than 


May 24 


fune 5 


June 1( 


Fi rst f reez i 
in fall : 


ng temperature 
August-Nov. 








1 yr in 10 earl ier than 


September 4 


August 22 


August 14 


2 yr in 10 earlier than - 


September 9 


August 28 


August 19 


5 yr in 10 earlier than 


September 18 


September 8 


August 30 


GROWTH Station : 
start yr, - 1948 


LITTLE HILLS, 5048 
end yr. - 1988 



Daily Minimum Temperature 



Probabi Mty 


1 days > 24F 


# days > 28F 


* days > 32F 


9 years in 10 


75 


62 


44 


8 years in 10 


85 


71 


52 


5 years in 10 


104 


88 


68 


2 years in 10 


123 


105 


83 


1 year in 10 ! 


91 
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TAPS Station : MARVINE RANCH, 5414 
start yr. - 1972 end yr. - 1988 







Temp 


erature 






Precipitation 




i 




2 years 


in 101 




2 yrs in 101 




i 

i 




will 


nave i 


avg 


will have ! average 




i 






i 


f 


1 1 t 




i 












Month 


avg I avg 


avg 


max 


min 1 


grow' n 


avg lessl morel days with 




dai 1 y ! dai 1 y 




temp. 


temp. 


degree 


than! than! 0.10 inch 




max 1 min 




>than 


<than 


days* 


(in.) (in.) 1 (in.) ! or more 


January 


33.1! 0.9 


17.0 


56 


-33 





2.53! 1.14! 3.71! 7 


February 


36.61 2.9 


19.8 


54 


-29 





2.39! 1.26! 3.39! 6 


March 


41.8! 10.6 


26.2 


58 


-18 


2 


2.97! 2.32! 3.59! 9 


Apr i I 


49.5! 17.2 


33.3 


69 


9 


27 


2.25! 1.11! 3.24! 6 


May 


60.51 26.7 


43.6 


76 


9 


138 


2.64! 1.34! 3.77! 6 


June 


71.9; 33.0 


52.5 


86 


19 


374 


1.60! 0.72! 2.79! 3 


July 


77.0! 38.9 


58.0 


86 


28 


552 


1.80! 0.88! 2.60! 5 


August 


75.2! 37.6 


56.4 


86 


25 


504 


2.04! 1.13! 2.85! 5 


September 
October 


67.9! 31.3 
56.61 22.7 


49.6 
39.7 


83 
76 


13 
-0 


295 
83 


1.88! 0.59! 2.931 5 
4.08! 0.76! 6.63! 5 


November 


40.3'r 11.8 


26.1 


64 


-17 


6 


2.36! 1.19! 3.39! 7 


December 


34.1! 3.5 


18.8 


55 


-26 





2.98! 1.14! 4.51! 8 




r 










i i i 




i 










i i i 


Yearly ; 


"~ I 










iii 




1- 










, 


Average 


53.7! 19.8 


36.7 








i i i 


Extreme 


i 
92 ! -44 





89 


-38 





i _ i i 

i i ~ i 

i i ' 




1 "~ 








1981 


29. 53115. 05136. 78! 72 


Total 


"-"" 1 



























*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily ^ratures 
dividing the sum by 2, and subtracting the temperature elow which owth 
is minimal for the principal crops in the area (Threshold . 40.0 deg. h> 
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FROST Station : MARVINE RANCH, 5414 
start yr. - 1972 end yr, - 1988 





Temperature 


Probabi 1 ity 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring ', March-June 










1 year in 10 later than 


June 24 


June 29 


July 


2 


2 year in 10 later than 


June 20 


June 26 


June 


29 


5 year in 10 later than 


June 11 


June 19 


June 


24 


First freezing temperature 
in f al 1 ; August-Nov, 










1 yr in 10 earlier than 


August 16 


August 5 


July 


27 


2 yr in 10 earlier than 


August 24 


August 13 


August 


2 


5 yr in 10 earlier than 


September 9 


August 27 


August 


15 



GROWTH Station : MARVINE RANCH, 5414 
start yr. - 1972 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 i ty 


1 days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


43 


17 


a 


8 years in 10 


52 


29 


21 


5 years in 10 


70 


52 


39 


2 years in 10 


88 


76 


57 


1 year in 10 


97 


88 


67 
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FROST Station : MEEKER 2, 5487 
start yr. - 1971 end yr. - 1987 





i 

i 




Temperature 




F 


robabi 1 i ty 1 


24F or lower ! 


28F or lower 


32F or lowc 


La 

! 


st freezing temperature ! 
n spring ; March-June ! 








1 


yesr in 10 later than 


May 26 


June 9 


June 1 


2 


V&ar in 10 1 ater than 


May 19 


Juno 4 


June 1 


j 


/ear m 10 later than 


May 6 


Mry 24 


June 


F 


rs>t freezing temperature 
1 n fal I : August-Nov. 








: 


tr i r 10 earl ser than 


September 12 


September 4 


August 2 


-1 


r ' r t r 10 sar i i er than 


September 18 


September 10 


August 3< 


5 


r r n 10 ear! ier than 


September 30 


September 21 


September \t 



;^':H btation : MEEKER 2, 5487 
:tgrt yr. - 1971 end yr. - 1987 



Daily Minimum Temperature 



rrctdbt i ! ty 


* days > 24F 


# days > 28F 


# days > 32F 


9 yesrs <n 10 


110 


93 


63 


? years m 10 


119 


101 


73 


5 v^ars in 10 


137 


116 


93 


^ years in 10 


156 


131 


113 


! year m 10 


165 


139 


123 
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FROST Station : RANGELY 1 E, 6832 
start yr. - 1950 end yr. - 1988 



Temperature 



, . . I , 

Probability 24F or lower 


28F or lower 


32F or lower- 


Last freezing temperature 
in spring : March-June 














1 year in 10 later than 


May 


3 


May 


19 


June 


9 


2 year in 10 later than 


Apri 1 


27 


May 


13 


June 


2 


5 year in 10 later than 


Apr! 1 


17 


May 


2 


May 


19 


First freezing temperature 
in f al 1 : August-Nov. 














1 yr in 10 earlier than 


September 


20 


September 


11 


August 


31 


2 yr in 10 earlier than 


September 


27 


September 


17 


September 


5 


5 yr in 10 earlier than 


October 


12 


September 


27 


September 


16 



GROWTH Station : RANGELY 1 E, 6832 
start yr. - 1950 end yr. - 1988 



Daily Minimum Temperature 



Probab t \ ity 


* days > 24F 


1 days > 28F 


# days > 32F 


9 years in 10 


140 


123 


89 


8 years in 10 


147 


129 


98 


5 years in 10 


159 


141 


118 


2 years in 10 


172 


153 


137 


1 year in 10 


178 


159 


146 
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TAPS Station : HAYDEN, 3867 
start yr. - 1948 end yr. - 1988 



Temperature 


Precipitation 






2 years in 10 




12 yrs in 10! 






will have 


avg 




! will have ! average 


Month 


avg 


avg 1 avg 


max 


m i n 


grow' n 


i 1 nuftiuQ r or 
avg 1 less! more! days with 




dai 1 y 


dai ly 1 


temp. 


temp. 


degree 


! than! than! 0.10 inch 




max 


min ! 


>than 


<than 


days* 


< in.) ! (in.) ! (in.) i or more 


January 


30.1 


4.2! 17.1 


56 


-33 





1.49! 0.81! 2.09! 5 


February 


34.9 


7.9! 21.4 


53 


-26 


1 


1.12! 0.63! 1.56! 4 


March 


42.6 


16.61 29.6 


63 


-14 


10 


1.33! 0.72! 1.87! 5 


Apr! 1 


56.5 


27.0! 41.8 


76 


8 


122 


1.51! 0.95! 2.02! 5 


May 


67.9 


34.8! 51.3 


84 


20 


354 


1.36! 0.60! 2.02! 4 


June 


78.3 


41.4! 59.8 


92 


27 


594 


1.24! 0.34! 1.97! 3 


July 


85.2 


47.3! 66.2 


95 


35 


803 


1.37! 0.67! 1,97! 3 


August 


82.8 


45.8! 64.3 


94 


32 


749 


1.38! 0,76! 1.92! 4 


September 


74.3 


37.5! 55.9 


89 


20 


479 


1.25! 0.47! 1.36! 4 


October 


62.1 


27.7! 44.9 


79 


9 


189 


1.59! 0.64! 2.46! 4 


November 


45.0 


18.0! 31.5 


67 


-11 


20 


1.35! 0,61! 1.98! 4 


December 


32.8 


8.2! 20.5 


53 


-22 


1 


1.72! 0.82! 2.501 5 






, 








i i i 


Yearly : 












( t _ ( ~, 




i 








i i i 






i 








i i * 






~~ i 








i i *~ , 


Average 


57.7 


26.4! 42.0 








i i i 








i i i 


Extreme 


100 


-45! 


96 


-34 




i i i 




i i 


Total 




1 







3324 


16.71112.38119.71! 50 




, 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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FROST Station : HAYDEN, 3867 
start yr. - 1948 end yr. - 1988 



Temperature 



Probabi I i ty 


24F or lower 


28F or lower ! 32F or lower 


Last freezing temperature 
in spring : March-June 












1 year in 10 later than 


May 23 


June 


17 


June 


20 


2 year in 10 later than-- 


May 17 


June 


9 


June 


15 


5 year in 10 later than 


May 6 


May 


26 


June 


6 


First freezing temperature 
m fal 1 : August-Nov. 












1 yr in 10 earlier than 


September 14 


September 


5 


August 


23 


2 yr in 10 earlier than 


September 20 


September 


10 


August 


29 


5 yr in 10 earlier than 


September 29 


September 


19 


September 


9 



GROWTH Station : HAYDEN, 3867 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 t ty 


1 days > 24F 


# days > 28F 


# days 


> 32F 


9 years in 10 


109 


85 


65 




8 years in 10 


118 


94 


74- 




5 years in 10 


135 


111 


91 




2 years in 10 


152 


128 


109 




1 year in 10 


161 


137 


118 





I ~ 



TAPS Station : STEAMBOAT SPRINGS, 7936 
start yr. - 1908 end yr. - 1988 



Month 


Temperature 


Preci p i tat ion 


; 




2 years in 10 

wi 1 1 have 


avg 
no . of 
grow'n 
degree 

days* 


12 yrs tn 10! 
1 will have ! average 


avg ! avg 
dai 1 y 1 dai I y 
max ! min 


avg 


max 
temp . 
>than 


min 
temp . 
<than 


avg ! less! more! days with 
! than! than! 0.10 inch 
< in.) ! < i n.) ! < i n.) 1 or more 


January 
February 
March 
April 
May 
June 
July 
August 
September 
October 
November 
December 


20.9! 0,6 
34.1! 3.8 
41.6! 12.8 
53.0! 23.9 
64.8! 31,1 
75.1! 35,3 
82,0! 41,0 
79.9! 39.7 
72.2! 32.2 
60.0! 23.8 
43.3! 13.8 
30.9! 3.4 


14.8 
18.9 
27.2 
38.4 
48.0 
55.2 
61.5 
59.8 
52.2 
41.9 
28.6 
17.1 


48 
52 
59 
72 
81 
89 
92 
91 
88 
78 
66 
51 


-36 
-32 

-19 
2 
17 
23 
29 
27 
16 
5 
-17 
-29 




2 
66 
255 
452 
663 
596 
364 
119 
6 



2.44! 1.32! 3.43! 8 
2.28! 1.44! 3.03! 7 
2.22! 1.40! 2.96! 7 
2.24! 1.38! 3.01! 6 
2.07! 1.10! 2.93! 6 
1.51! 0.57! 2.32! 4 
1.57! 0.83! 2.21! 4 
1.59! 0.80! 2.28! 4 
1.68! 0.68! 2.53! 5 
1.95! 0.99! 2.87! 5 
1.91! 1.04! 2.67! 5 
2.49! 1.42! 3.44! 8 




1 










i i i 


Yearly : 


1 


^ 








i < i 


( 











- t ( , _ 
i i 


Average 


55.5! 21.8 


38.6 








i ~~~ i i 
i i i 








i i i 


Extreme 


98! -54 




_ 
93 


-40 




i i i 




~ i i i 
i i t 


Total 


1 


_-. 




"" 


2524 


23.94116. 61128. 90! 69 


1 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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FROST Station : STEAMBOAT SPRINGS, 7936 
start yr. - 1908 end yr. - 1988 



Temperature 


Probability 24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
In spring : March-June 










1 year in 10 later than 


June 12 


June 26 


July 


1 


2 year in 10 later than 


June 4 


June 20 


June 


28 


5 year in 10 later than 


May 21 


June 10 


June 


23 


First freezing temperature 
in f al 1 : August-Nov. 










1 yr in 10 earlier than 


September 4 


August 20 


August 


2 


2 yr in 10 earlier than 


September 8 


August 25 


August 


7 


5 yr in 10 earlier than 


September 17 


September 4 


August 


18 



GROWTH Station : STEAMBOAT SPRINGS, 7936 
start yr, - 1908 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


lity 


1 days > 24F 


# days > 28F 


1 days > 32F 


9 years 


in 10 


68. 


42 


19 


8 years 


in 10 


78 


52 


27 


5 years 


in 10 


97 


70 


43 


2 years 


in 10 


117 


89 


58 


1 year 


in 10 


127 


98 


67 
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TAPS Station : YAMPA, 9265 

start yr. - 1948 end yr. - 1988 





Temperature 


Precipitation 




! 1 !2 years in 10 




12 yrs in 10! 




! ! ! wi 1 1 have 


avg 


! wi 1 1 have ! average 




i i i 


f 


1 1 L ... _ 


Month 


avg ! avg ! avg ! max 


min 


grow' n 


avg I less! more! days with 




dai ly Idai ly ! ! temp. 


temp. 


degree 


! than! than! 0-10 inch 




max ! mi n ! ! >than 


<than 


days* 


(in.) 1 (in.) ! (in.) ! or more 


January 


32.0! 6.1! 19.1! 52 


-26 





1.13! 0,62! 1.58! 4 


February 


35.4! 7.5! 21.5! 53 


-24 





0.92! 0.46! 1.33! 3 


March 


41.2! 14.2! 27.7! 60 


-16 


4 


1.17! 0.68! 1.61! 4 


Apri 1 


50.8! 22.2! 36.5! 70 


-5 


30 


1.33! 0.71! 1.88! 4 


May 


62.0! 31.1! 46.6! 79 


12 


127 


1.39! 0.68! 2.00! 4 


June 


71.3! 38.3! 54.8! 87 


22 


237 


1.41! 0.60! 2.10! 4 


July 


76.9! 45.1! 61.0 


87 


32 


349 


1.90! 0.99! 2.70! 6 


August 


75.7! 43.2! 59.5 


86 


28 


325 


1.80! 1.06! 2.45! 5 


September 
October 


67.9! 35.6! 51.7 
57.0! 26.0! 41.5 


81 
74 


17 

3 


199 
72 


1.40! 0.52! 2.12! 4 
1.26! 0.48! 1.92! 4 


November 


42.0! 16.1! 29.0 


64 


-12 


8 


1.13! 0.62! 1.59! 3 


December 


33.0! 8.1! 20.6 


53 


-20 





1.24! 0.65! 1.77! 4 
t i ' _ _ 




1 ' 








i i i 


Yearly : 


r , - 








> > > 


, 








, 


Average 


53.8! 24.5! 39.1 








. 










Extreme 


90! -35! 


88 


-31 




. i i 






Total 








1351 


16.10! 1.91! 1.91! 49 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature e I ow wh.ch growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : YAMPA, 9265 
start yr. - 1964 end yr. - 1988 







Temperature 




Probabi 1 ity 


24F or lower 


28F or lower 


32F or 1 ower 


Last freezing temperature ! 
in spring : March-June 1 








1 year in 10 later than 


June 18 


June 3 


June 30 


2 year in 10 later than 


June 10 


June 17 


June 26 


5 year in 10 later than 


May 27 


f jfte 7 


June 17 


First freezing temperature 
in f a! i : August-Nov. 








1 yr in 10 earl ler than 


September 1 


August 24 


August 14 


2 yr in 10 earlier than 


September 8 


August 30 


August 20 


5 yr in 10 earlier than 


September 21 


September 12 


August 31 


GROWTH Station ; YAMPA, 9265 
start yr. - 1964 end yr. - 19 


38 









Daily Minimum Temperature 


Probabi ! ity 


# days > 24F 


* days > 28F 


# days > 32F 


9 years in 10 


75 


67 


45 


8 years in 10 


85 


75 


53 


5 years in 10 


105 


91 


69 


2 years in 10 


125 


107 


85 


1 year in 10 


135 


116 


93 



~ 102 



TAPS Station : AMES, 0228 
start yr. - 1948 end yr, 



- 1986 





Temperature 


Precipitation 




| | 


2 years in 10 




!2 yrs in 10! 




] | 


will have 


avg 


! wi 1 1 have ! average 




i i 




no. of 


i i L f 


i i 






Month 


avg 1 avg 1 avg 


max 


min 


grow' n 


avg I less! more! days with 




dai ly !dai ly! 


temp. 


temp. 


degree 


! than! than! 0.10 inch 




max ! min ! 


>than 


<than 


days* 


(in.) ! (in.) ! (in.) ! or more 


January 


35.9! 9.4! 22.7 


51 


-25 





1.93! 0.87! 2.84! 6 


February 


40.3! 10.1! 25.2 


56 


-18 





1.70! 0.87! 2.42! 5 


March 


42.9! 15.4! 29.2 


59 


-11 


1 


2.15! 1.21! 2.98! 7 


Apri 1 


50.5! 21.9! 36.2 


66 


-2 


12 


1.87! 1.16! 2.51! 6 


May 


60.0! 31.0! 45.5 


74 


13 


51 


1.86! 0.82! 2.75! 5 


June 


70.7! 37.4! 54.1 


82 


25 


131 


1.36! 0.51! 2.13! 4 


July 


75.3! 43.3! 59.3 


86 


34 


198 


2.82! 1.77! 3.76! 8 


August 


72.5! 43.0! 57.8 


82 


34 


161 


2.99! 1.96! 3.93! 9 


September 


66.2! 36.1! 51.1 


78 


18 


103 


2.47! 1.14! 3.63! 6 


October 


56.41 27,0! 41.7 


71 


5 


41 


2.27! 0.89! 3.55! 5 


November 


43.1! 17.7! 30.4 


63 


-9 


5 


1.63! 0.981 2.22! 5 


December 


35.5! 11.5! 23.5 


50 


-13 





1.95! 1.03! 2.76! 6 




, , 










Yearly : 


, , 










, , 




__ -. 






Average 


54.1! 25.3! 39.7 








> i i 








i i i 












i i i 












i t i *~ 


Extreme 


90! -33! 


86 


-24 




* i 




i ~ i i 




, i 








i i i 


Total 


1 ' 






704 


25.01! 3.07! 3.07! 72 


1 ' 







*A growing degree day is a unit of heat available for plant growth, 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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FROST Station : AMES, 0228 

start yr. - 1964 end yr. - 1986 







Temperature 




Probab i 1 i ty 


24F or 1 ower 


28F or lower 


32F or lowe 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


May 22 


June 16 


June 1 


2 year in 10 later than 
5 year in 10 later than 


Hay 16 
May 5 


June 11 
June 2 


June 1 
June 1 


First freezing temperature 
in fa! 1 : August-Nov. 








1 yr in 10 earlier than 


September 13 


September 14 


August ^ 


2 yr in 10 earlier than 


September 20 


September 16 


August 2 


5 yr in 10 earlier than 


October A 


September 19 


September 1 



GROWTH Station : AMES, 0228 
start yr. - 1964 end yr. - 1986 



Daily Minimum Temperature 



Probabi 1 ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


121 


92 


59 


8 years in 10 


127 


97 


68 


5 years in 10 


138 


105 


84 


2 years in 10 


149 


114 


100 


1 year in 10 


154 


118 


108 
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TAPS Station : NORWOOD, 6012 
start yr. - 1948 end yr. - 1988 





Temperature 




Prec 


ip itat 


ion 






! 


1 




12 years i n 10 




! 


2 yrs 


in 10! 








1 


! 




! will have 


avg 


1 


will 


lave 1 


average 




I 


1 




i 


no. of 


! 




t 


number 


of 


I 


1 




i 




i 


Month 


avg J 


avg ! 


avg 


max 


m i n 


grow 1 n 


avg 1 


less ! 


more! 


days wi 


th 




daily! 


daily! 




1 temp. 


temp. 


degree 


! 


than! 


than ! 


0.10 inch 




max ! 


mi n ! 




>than 


<than 


days* 


<in.)! 


<in.>! 


(in.) 1 


or more 




January 


36.8! 


9.3! 


23.0 


1 52 


-19 





1.00! 


0.46! 


1.461 


3 




February 


40,91 


13.71 


37.3 


! 58 


-13 


3 


0.84! 


0.38! 


1.231 


3 




March 


47.2! 


20.7! 


34.0 


, 66 


-6 


28 


1.131 


0.41! 


1.72! 


4 




Apri 1 


57.41 


27.41 


42.4 


! 74 


6 


133 


1.051 


0.551 


1.48! 


3 




May 


67.31 


35.21 


51.2 


! 82 


18 


353 


1.101 


0,471 


1.69! 


3 




June 


78.3! 


42.8! 


60.6 


1 91 


27 


592 


0.831 


0.281 


1,31! 


2 




July 


83.3! 


49.0! 


66.1 


1 93 


38 


785 


1.791 


0.96! 


2.52! 


5 




August 


80.5! 


47.81 


64.2 


! 91 


34 


735 


1.731 


0.801 


2.62! 


5 




September 


73.11 


40.91 


57.0 


! 86 


24 


507 


1.591 


0.45! 


2.65! 


4 




October 


61.6! 


31.2! 


46.4 


! 78 


10 


229 


1.56! 


0.591 


2.451 


3 




November 


47.2! 


20.1! 


33.6 


1 64 


-4 


25 


1.15! 


0.56! 


1.65! 


3 




December 


38.2! 


12.0! 


25.1 


1 54 


-14 


1 


1.02! 


0.52! 


1.46! 


3 




























Yearly : 








I 












1 




i 
















Average 


59.3! 


29.2! 


44.2 


I 








, 









' 




































Extreme 


971 


-31! 





! 94 


-22 








, 











' 




Total 


! , | 


3389 


14.77 


10. OB! 


17.76! 


41 














1 " 









1 


] 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
IB minimal for the principal crops in the area ^Threshold : 40.0 deg. F) 
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FROST Station : NORWOOD, 6012 
start yr. - 1948 end yr. - 1988 



1 
l_ 




Temperature 




Probabi 1 i ty ! 


24F or lower 


28F or lower 


32F or lowor 


Last freezing temperature ! 
in spring : March- June 1 








1 year in 10 later than 


May 28 


June 11 


Juno 21 


2 year in 10 later than 


May 21 


June 4 


June U 


5 year in 10 later than 


May 7 


fray 24 


June i 


First freezing temperature 
i n f all : August-Nov. 








1 yr in 10 earlier than 


September 21 


September 15 


August 2( 


2 yr in 10 earlier than 


September 27 


September 20 


September V 


5 yr in 10 earlier than 


October 8 


September 29 


September 1'j 



GROWTH Station : NORWOOD, 6012 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probab 1 1 i ty 


* days > 24F 


1 days > 28F 


# days > 32F 


9 years in 10 


115 


96 


69 


8 years in 10 


124 


105 


78 


5 years in 10 


141 


122 


96 


2 years in 10 


158 


139 


114 


1 year in 10 


167 


148 

^.^ . ^,*__ ^_ 


123 
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TAPS Station : TELLURIDE, 8204 
start yr. - 1901 end yr. - 1988 



Month 


Temperature 


Preci p i tat ion 




i 
* 

i 

i 


2 years in 10 
wi 1 1 have 


avg 

no, of 
grow 1 n 

degree 
days* 


12 yrs in 10! 
! wi E 1 have ! average 


avg 
dai I y 
max 


i 
avg 1 avg 
dai ly! 

mi n 1 


max 

temp. 
>than 


min 
temp. 
<than 


t" i number of 
avg ! less! more! days with 
! than! than! 0.10 inch 
< i n.) ! (i n.} ! C in.) ! or more 


January 
February 
March 
April 
May 
June 
July 
August 
September 
October 
November 
December 


37.8 
39.7 
43.1 
51.8 
61.5 
72.2 
76.7 
74.2 
68.9 
59.2 
46.8 
38.4 


6.1! 21.9 
8.51 24.1 
13.8! 28.4 
22.4! 37.1 
29.7! 45.6 
35.5! 53.8 
41.5! 59.1 
40.6! 57.4 
34.2! 51.5 
25.6! 42.4 
15.0! 30.9 

7.5! 23.0 
i 


55 
57 
62 
69 
76 
85 
87 
86 
82 
76 
66 
56 


-22 
-19 
-12 
-0 
14 
23 
30 
29 
19 
6 
-10 
-18 


5 

3 
46 
198 
419 
593 
542 
349 
125 
8 



1.64! 0.691 2.44! 5 
1.73! 0.84! 2.50! 5 
2.26! 1.191 3.20! 7 
2.25! L16! 3.20! 6 
1.81! 0.90! 2.59! 5 
1.23! 0.37! 1.99! 3 
2.48! 1.51! 3.36! 8 
2.93! 1.49! 4.18! 8 
2.02! 0.68! 3.11! 5 
1.96! 0.79! 3.00! 4 
1.50! 0.75! 2.15! 4 

1.63! 0.67! 2.44! 5 
i i i 






i 








1 H 1 


Yearly : 




i 








~ , - , - | - - 
1 1 1 




i 
i 








1 1 1 . 
1 1 1 


Average 


55,9 


23.4! 39.6 




__ -^, 




1 1 1 "~ "" 
1 1 1 








1 1 1 


Extreme 


96 


-36! 

i 


88 


-26 




1 ~ 1 1 

1 1 1 




~ 1 ~ 1 1 
1 1 1 


_-,_ 
Total 




_ ( __,.- 
i 







2290 


""" ~ 1 1 1 

23.44115. 75128. 47! 65 

i i r _ 




i "" 
i 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station ; TELLURIDE, 8204 
start yr. - 1901 end yr. - 1988 



Temperature 


Probabi t i ty 


24F or lower 28F or lower 32F or lower 


Last f reez ing 

i n spr i ng : 


temperature 
March- June 


1 year tn 10 


later than ! June 12 June 27 


June 29 


2 year m 10 


later than ! June 5 June 22 


June 27 


5 year in 10 


later than 


Hay 23 


June 12 


June 21 


First freezing temperature 
in fall : August-Nov. 








1 yr in 10 earlier than 


September 10 


August 27 


August 9 


2 yr in 10 earl ler than 


September 15 


September 1 


August 16 


5 yr in !0 earlier than 


September 25 


September 12 


August 28 


3WTH Station ; 
art yr. - 1S01 


TELLURIDE, ttf.D-1 
end yr. - 19BO 



Dally Minimum Temperature 



Probabi 1 i ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


31 


56 


33 


8 years in 10 


91 


64 


42 


5 years in 10 


109 


80 


59 


2 years tit 10 


126 


96 


76 


1 year in 10 


136 


104 


85 
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TAPS Station : BRECKENRIDGE, 0909 
start yr. - 1948 end yr. - 1988 





Temperature 


Precipitation 










2 years in 10 




!2 yrs in 10! 










wi 1 1 have 


avg 


! will have ! average 












no. of 


' lli* 










i- - -r number of 


Month 


avg 


avg 


avg 


max 


min 


grow ' n 


avg ! less! more! days with 




dai ly 


dai ly 




temp. 


temp. 


degree 


! than! than! 0,10 inch 




max 


min 




Hhan 


<than 


days* 


<in.) ! <i n.) ! <in,> ! or more 


January 


28.8 


5.7 


17.3 











1.39! 0.66! 2.02; 4 


February 


30.6 


7.3 


19.0 











1.30! 0.64! 1.87! 4 


March 


40.9 


15.9 


28.4 











1.52! 0.92! 2.06! 5 


Apr! 1 


48.1 


23.9 


36.0 








I 


1.54! 0.90! 2.12! 5 


May 


57,1 


28.6 


42.9 


102 


2 


6 


1.66! 0.94! 2.31! 5 


June 




















1.571 0.72! 2.29! 4 


July 


73.2 


42.3 


57.8 


86 


33 


28 


2.531 1.471 3.47! 7 


August 


73.1 


43.7 


58.4 








14 


2.26! 1.16! 3.22! 7 


September 




















1.46! 0.67! 2.13! 4 


October 




















1.15! 0.57! 1.66! 3 


November 







_ 











1.34! 0.70! 1.89! 4 


December 


29.3 


9.5 


19.4 











1.46! 0.71! 2.10! 4 
















i i i 


Yearly : 














i i i 




_ 


























i i 


Average 


31.8 


14.8 


23.3 








__ ( ____ l ( _ _ 

I r i 








I I i 
















i i I 














*~ 


I I i _. 


Extreme 


85 


-26 





85 


-31 




i I i 




















I i i 


Total 












49 


19.17!25.04!25.04! 56 


























* k i 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40,0 deg. F) 
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FROST Station : BRECKENRIDGE, 0909 
start yr. - 1977 end yr. - 1978 



Temperature 



Probabi I i ty 



24F or lower 28F or lower 32F or lower 



Last freezing temperature 
in spring : March-June 

1 year in 10 later than 

2 year in 10 later than 
5 year in 10 later than 

First freezing temperature 
i n f alt : August-Nov. 

1 yr tn 10 earl ler than 

2 yr in 10 earlier than 
5 yr in 10 earlier than 



GROWTH Station : BRECKENRIDGE, 0909 
start yr. - 1977 end yr. - 1978 





Daily Minimum Temperature 


Probabi 1 i ty 


* days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 










8 years in !0 









5 years in 10 









2 years in 10 










1 year in 10 











i - no 



TAPS Station : CLIMAX 2 NH, 1660 
start yr. - 1949 end yr. - 1988 





Temperature Precipitation 




> i 


2 years in 10 


2 yrs in 10! 




i i 


will have 


avg wl 1 1 have ! average 




* i 




no. of 




i > 




i number ot 


Month 


avg ! avg ! avg 


max 


min 


grow'n avg less more! days with 




dai 1 y Idai ly ! 


temp. 


temp. 


degree than than! 0.10 inch 




max ! min ! 


>than 


<than 


days* (in.) (in.) (in.)! or more 


January 


24.4! 2.6! 13,5 


44 


-24 





2.17! 1.01! 3.17! 7 


February 


26.4! 3.2! 14.8 


47 


-20 





1.86! 1.17! 2.48! 6 


March 


30.6! 6.6! 18.6 


48 


-15 





2.25! 1.53! 2.91! 8 


Apr! 1 


37.8! 13.9! 25.8 


53 


-8 


1 


2.40! 1,50! 3.22! 8 


Hay 


47.1! 24.3! 35.7 


60 


5 


25 


1.95! 1.11! 2.70! 6 


June 


57.9! 33.1! 45.5 


72 


17 


169 


1.40! 0.69! 2.03! 4 


July 


64.2! 38.7! 51'.5 


80 


28 


339 


2.35! 1.32! 3.26! 7 


August 


62.1! 37.5! 49.8 


79 


26 


294 


2.20! 1.17! 3.11! 7 


September 
October 


55.7! 31.1! 43.4 
45.2! 22.1! 33.7 


73 

61 


13 
-0 


124 
17 


1.53! 0.69! 2.25! 4 
1.33! 0.67! 1.91! 4 


November 


32.5! 10.4! 21.4 


51 


-15 





1.81! 1.10! 2.45! 6 


December 


26.2! 4.6! 15.4 


47 


-18 





2.20! 0.96! 3.26! 6 












i > . 


Yearly : 




















i i i 


Average 


42.5! 19.0! 30.8 








> i i 










Extreme 


85! -33! 


77 


-29 




i i > 




i i i 


Total 


; 






970 


23,46! 1.38! 1.38! 73 


1 ' 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. r) 



- 111 



FROST Station : CLIMAX 2 NW, I860 
start yr. - 1949 end yr. - 1988 



1 




Temperature 




1 

Probab i 1 i ty 


24F or lower 


28F or lower 


32F or 1 ower 


Last freezing temperature 
in spring : March-June ! 








1 year in 10 later than 


June 26 


June 29 


June 30 


2 year in 10 later than 


June 20 


June 24 


June 28 


5 year in 10 later than 


June 9 


June 15 


June 23 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 earlier than 


August 25 


August 18 


August 2 


2 yr in 10 earlier than 


September 1 


August 24 


August 8 


5 yr in 10 earlier than 


September 13 


September 4 


August 19 



GROWTH Station : CLIMAX 2 NW, 1660 
start yr. - 1949 end yr, - 1988 



Daily Minimum Temperature 



Probabi 


,ty 


# days > 24F 


# days > 28F 


* days > 32F 


9 years 


in 10 


47 


35 


15 


8 years 


in 10 


58 


45 


24 


5 years 


in 10 


79 


65 


41 


2 years 


in 10 


99 


85 


57 


1 year i 


n 10 


110 


95 


66 
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TAPS Station : DILLON 1 E, 2281 
start yr. - 1909 end yr. - 1988 





Temperature 


Preci p i tat ion 




[ ] 


2 years in 10 




12 yrs in 10! 




! ! 


wi 1 1 have 


avg 


! wi 1 1 have ! average 




i i 




no. of 


1 t t_ f 


1 i 




,- - - -, number ot 


Month 


avg ! avg ! avg 


max 


mi n 


grow'n 


avg ! less! more! days with 




dai 1 y ! da i ly ! 


temp. 


temp. 


degree 


! than! than! 0.10 inch 




max ! min ! 


>than 


<than 


days* 


( i n.) ! (i n.) ! ( in.) ! or more 


January 


31.3! -2.0! 14.6 


51 


-34 





1.15! 0.49! 1.70! 4 


February 


33.9! 0.6! 17.3 


53 


-31 





1.21! 0.571 1.77! 4 


March 


38.61 6.3! 22.4 


57 


-25 


1 


1.53! 0.82! 2.15! 5 


Apr i 1 


47.7! 16.9! 32.3 


65 


-n 


12 


1.67! 0.811 2.41! 5 


Hay 


58.7! 25.2! 41.9 


75 


8 


109 


1.49! 0.73! 2.15! 4 


June 


69.0! 30.8! 49.9 


81 


18 


290 


1.10! 0.49! 1.66! 3 


July 


74.2! 36.7! 55.5 


83 


26 


473 


1.91! 1.08! 2.65! 6 


August 


72.6! 35.4! 54.0 


82 


24 


437 


1.75! 0.95! 2.46! 6 


September 


66.5! 28.2! 47.3 


79 


13 


233 


1.33! 0.59! 2.00! 4 


October 


55.6! 19.7! 37.6 


72 


-3 


51 


1.15! 0.50! 1.70! 3 


November 


41.1! 9.2! 25.2 


60 


-20 


1 


1.02! 0.47! 1.50! 3 


December 


33.0! 0.7! 16.8 


53 


-29 





1.21! 0.50! 1.81! 4 




1 ' 








i i i 


Yearly : 


, ( 








i i i 


, , 









i i > 


Average 


51.8! 17.3! 34.6 


~ 






i i i 








i i i 


Extreme 


89! -46! 


84 


-38 


~" 








Total 


1 ' 






1607 


16. 51113. 31118. 60! 51 


1 ' 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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+FROST Station : DILLON 1 E, 2281 
start yr. - 1910 end yr. - 1988 





Temperature 


Probabi 1 i ty 


24F or lower 28F or lower 1 32F or lower 
i 


Last freezing temperature 
in spring 1 March- June 




" - * . - ^ 






1 year in 10 later than 


June 24 


J-uly 1 


July 


2 


2 year in 10 later than 


June 19 


June 27 


June 


30 


5 year in 10 later than 


June 9 


June 20 


June 


26 


First freezing temperature 
in fal 1 : August-Nov. 










1 yr in 10 earlier than 


August 21 


August 5 


July 


27 


2 yr in 10 earlier than 


August 27 


August 11 


August 


1 


5 yr in 10 earlier than 


September 8 


August 23 


August 


11 



GROWTH Station : DILLON 1 E, 2281 
start yr. - 1910 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 i ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


36 


17 





8 years in 10 


46 


27 


9 


5 years in 10 


65 


47 


26 


2 years in 10 


84 


66 


43 


1 year in 10 


94 


76 


52 
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TAPS Station : GREEN MOUNTAIN DAM, 3592 
start yr. - 1948 end yr. - 1988 



Month 


Temperature 


Precipitation 




i 

i 

i 
i 

i 


2 years in 10 

wi 1 1 have 


avg 
no . of 
grow'n 
degree 
days* 


12 yrs in 10! 

! will have ! average 


avg 
dai 1 y 
max 


_ ( 

avg ! avg 
daily! 

mi n ! 


max 

ternp. 
>than 


mm 
temp. 
<than 


avg ! less! more! days with 
! than! than! 0.10 inch 
(in.) ! (in.) ! <in.) 1 or more 


January 
February 
March 

Apri 1 
May 
June 
July 
August 
September 
October 
November 
December 


30.0 
34.5 
42.2 
53.3 
63.8 
74.4 
79.8 
77.8 
70.9 
59.6 
42.9 
32.2 


5.01 17.5 
6.6! 20.5 
14.4! 28.3 
24.3! 38.8 
33.01 48.4 
39.4! 56.9 
44.8! 62.3 
43.4! 60.6 
36.6! 53.7 
27.5! 43.5 
17.2! 30.1 

8.3! 20.3 

i 


51 
53 
61 
71 
79 
87 
91 
89 
85 
76 
62 
52 


-28 
-25 
-15 
1 
19 
27 
34 
30 
22 
10 
-8 
-19 




1 
7 

77 
268 
504 
690 
634 
414 
157 

11 
1 


i.n: o.44! 1.68; 4 

0.94! 0.57! 1.27! 3 
1.41! 0.89! 1.89! 5 
1.381 0,85! 1.86: 4 
1.57! 0.85! 2.21! 4 
1.27! 0.40! 1.98! 3 
1.58! 0.91! 2.19! 5 
1.53! 0.85! 2.14} 4 
1.35! 0.49! 2.06! 4 
1.08! 0.44! 1.62! 3 
1.07! 0.56! 1.52! 3 

1.14! 0.51! 1.68! 3 

t i i 






i * 








- ( _ _ ( _ _ ( _ 
i i i 


Yearly : 




i 
i 






ih 


i i i 
i i i 




j 
1 








i i *~ ** i "*** 
i i i 


_ ._ _ 
Average 


55.1 


1 

25.0! 40.1 

r 







_ 


~ ~ i i ^ - 
i i i 








i ~ i *~ i 
i i i 


Extreme 


98 


( _ _ 

_44 
i 



92 


-32 




( _ i ( __ _ _ 

i _ i i 




i i i 
i i I 


Total 




i *~ 
i 






2763 


_ ( f _.- ( 

15.45! 9. 47119. 391 45 
i i i 




~* i 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : GREEN MOUNTAIN DAM, 3592 
start yr. - 1948 end yr. - 1988 



1 
1 

1 




Temperature 






Probab i 1 i ty 


24F or lower 


28F or lower 


32F or 1 


ower 


Last freezing temperature 
in spring : March-June 










t year in 10 later than 


May 26 


June 11 


June 


24 


2 year in 10 later than 


May 19 


June 4 


June 


19 


5 year in 10 later than 


May 7 


May 23 


June 


9 


First freezing temperature 
i n f al I : August-Nov. 










1 yr in 10 earlier than 


September 10 


August 28 


August 


18 


2 yr in 10 earlier than 


September 18 


September 4 


August 


24 


5 yr in 10 earlier than 


October 1 


September 17 


September 


4 



GROWTH Station : GREEN MOUNTAIN DAM, 3592 
start yr, - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


107 


78 


64 


8 years 


in 10 


116 


89 


72 


5 years 


in 10 


133 


110 


87 


2 years 


in 10 


150 


131 


102 


1 year i 


n 10 


159 


142 


110 
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TAPS Station : BYERS 5ENE, 1179 
start yr. - 1948 end yr. - 1983 





Temperature 


Prec i p i tat ton 










2 years m 10 






2 yrb in 10! 










wi ! 1 have 


avg 




will have ! average 












no. of 




1 1 F 










. _ ( number nf 


Month 


^9 


avg 


avg 


max 


mi n 


grow 1 n 


avg 


1 ess 


more I days w i th 




daily 


da i 1 y 




temp. 


temp. 


degree 




than 


thani 0,10 Inch 




max 


m i n 




>than 


< than 


days* 


<i n.) 


<in,> 


(in.)! or more 


January 


42.0 


12.3 


27.1 


67 


-91 
L 1 


15 


0.41 


0.20 


0.66! 1 


February 


46.7 


17.1 


31.9 


71 


-15 


33 


0.40 


0.17 


0.64! 1 


March 


52.1 


22,3 


37.2 


77 


-6 


64 


0.98 


0.41 


1.46! 2 


Apri 1 


62.4 


31.2 


46.8 


84 


7 


242 


1.41 


0.73 


2.001 3 


May 


72.1 


41.1 


56.6 


91 


24 


517 


2.73 


1.13 


4,09! 5 


June 


83.3 


49.7 


66.5 


100 


35 


795 


2.02 


0,85 


3.021 4 


July 


89.9 


55.8 


72.9 


102 


44 


1011 


2.23 


1.24 


3.10! 5 


August 


37.7 


54.2 


70.9 


100 


42 


954 


1,69 


0.54 


2,63! 3 


September 


79.3 


45.3 


62.3 


96 


26 


661 


1.28 


0.28 


o 1 /-, i r-i 

(-,\<L, L 


October 


67.7 


34.1 


50.9 


87 


14 


354 


0.79 


0.16 


1.28! 1 


November 


52.3 


22.1 


37.2 


76 


-6 


84 


0.64 


0.23 


1.00! 2 


December 


44.4 


15.0 


29.7 


70 


-15 


23 


0.40 


0.14 


0.64! 1 

t 




















, 


Yearly : 












_ 






1 


















1 


Average 


65.0 


33.4 


49.2 












1 












i 


Extreme 


106 


-32 





103 


-26 








_ 1 ~" 








1 


Total 












4773 


14.98 


9.17 


i 
18.8K 30 













*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg, F) 
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FR05T Station : SYER3 5ENE, 1170 
start yr. - 1948 end yr. - !S36 



; Temperature 


Probabi 1 i ty 


! 24F or lower 1 


28F or lower i 


"JiT or 1 i-wor 


Last freezing temperature 1 
, n spr i ng : f'arch- Juny 


\ 


1 yeai i n 10 


1 ater than 


May 


May 14 


May i:'rt 


year i n I 1 ) 


later than 


May 4 


May 9 


May 21 


5 year in 10 


later than 


April 23 


Mr, 1 


May 12 


First f r e e z i 
n fall : 


ng temperature 
August-Nov. 








1 V'' m 10 e 


gr i i er than 


September ^9 


September 19 


September 13 


2 /r in 10 3r i i er than 


October 5 


September 25 


September 18 


5 y r i r, 10 e 


ar i i er than 


October 16 


October 5 


September 27 


3UTH Station : 
jrt yr. - 1948 


BYERS 5ENt, 1179 
end yr. - 1938 



Daily Minimum Temperature 



Probabi 


1 tty 


# days .> 24F 


# days > 28F 


# days > 32F 


9 y^ars 


tn 10 


142 


131 


113 


o' years 


in 10 


151 


139 


121 


5 years 


in 10 


167 


153 


136 


2 years 


n 10 


183 


168 


150 


I year 


-n 10 


191 

FW i "^ ^- , . 


176 


158 
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TAPS Station : ALLENSPARK, 0133 
start yr. - 1943 end yr. - 1988 





Temperature 


Precipitation 










2 years in 10 




!2 yrs in 10! 










will have 


avg 


'> will have ! average 












no, of 


i iii* 1 










i ~" - . number or 


Month 


avg 


avg 


avg 


max 


mi n 


grow' n 


avg ! less! more! days with 




da i 1 y 


da i 1 y 




temp. 


temfi. 


degree 


! than! than! 0.10 inch 




max 


mi n 




>than 


< than 


days* 


( i n .) ! < i n.) ! ( i n,) ! or more 


January 


34.5 


1 r. ft 


23.3 


55 


-27 


3 


1.16! 0.32! 1.84! 4 


February 


36.4 


14.3 


25.3 


56 


-24 


6 


1.00! 0.46! 1.46! 3 


March 


40.6 


17.2 


28.9 


53 


-18 


10 


1.71! 0.371 2,36! 5 


Apri 


49.3 


23.7 


36.5 


68 


-3 


51 


2.39! 1.15! 3,47! 5 


May 


59.1 


32.2 


45.7 


75 


13 


193 


2.74! 1.12! 4.11! 6 


June 


69.4 


33.5 


54.5 


84 


26 


403 


2.16! 0.91! 3.22! 5 


July 


75.6 


44.6 


60.1 


86 


33 


588 


2.34! 0.99! 3,49! 6 


August 


72.9 


43.2 


58.0 


84 


20 


543 


2.111 0.831 3.16! 6 


September 


66.1 


36.7 


51.4 


80 


13 


372 


1.45! 0.54! 2,21! 4 


October 


5G.3 


28.8 


42.6 


72 


-1 


147 


1.23! 0.41! 1.90! 3 


November 


43.3 


19.8 


31.5 


62 


-14 


24 


1.27! 0.47! 1.94! 4 


December 


36.8 


15,0 


25.9 


57 


-21 


5 


1.25! 0.56! 1.90! 4 


















Yearly : 














i i i 














i i 


Average 


53.3 


27.3 


40.3 








i i , 








Extreme 


91 


-60 




87 


-33 




i i 






_ _ 

Total 












2346 


20. 82! 10. 39125.56! 55 













*A growing degree day is a unit of heat available for pUnt growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold ' 40.0 deg. F) 



II 



FROST Station ; ALLENSPARK, 0183 
start yr. - 1948 end yr. - 1988 







Temperatuj e 






Probabi 1 ity 


24F or lower 


28F or lower 


32F or 1 


ower 


Last freezing temperature 










in spring : March-June 










1 year in 10 later than 


June 4 


June 8 


June 


22 


2 year in 10 later than 


May 28 


June 3 


June 


18 


5 year m 10 later than 


1 May 16 


May 25 


June 


U 


First freezing temperature 










in fal 1 : August-Nov. 










1 yr in 10 earl ier than-- 


September 14 


August 28 


Augusl 


r/ 


2 yr in 10 earlier than 


September 19 


September 3 


August 


22 


5 yr in 10 earl ier than 


September 29 


September 15 


September 


1 



GROWTH Station : ALLENSPARK, 0183 
start yr. - 1945 end yr. - 1'JSS 



Daily Minimum Temperature 



Probabt 1 


ty 


# days > 24F 


# days / 28F 


# days > 32f 


9 years 


in 10 


94 


87 


S3 


8 years 


in 10 


102 


93 


61 


5 years 


n 10 


119 


104 


76 


2 years 


in 10 


135 


115 


31 


! year i 


n 10 


143 


121 


99 






*-" *- _ _.. 


-. -^. _ ^ 
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TAPS Station : BOULDER, 0848 
start yr, - 1948 end yr. - 1988 





Temperature 


Precipi tat ion 




I 

j 




2 years in 10 




12 yrs in 10 






! 




wi 1 1 have 


avg 


! will have 


average 










no. of 


i 


number of 








i _ 


Month 


avg ! avg 


avg 


max 


min 


grow'n 


avg ! less! more 


days with 




dai 1 y Idai ly 




temp . 


temp. 


degree 


; than! than 


0.10 inch 




max ! mm 




>than 


<than 


days* 


<m.) ! (in.) ! (in.) 


or more 


January 


45.2! 20.0 


32.6 


69 


-11 


51 


0.63! 0.20! 0.38 


2 


February 


48.8: 23.9 


36.4 


73 


-5 


71 


0.74! 0.29! 1.12 


2 


March 


53.3! 27.6 


40.4 


75 


2 


133 


1.59! 0.77! 2.30 


4 


Apri 1 


62.7! 35.7 


49.2 


83 


14 


303 


2.281 0.98! 3.39 


4 


Hay 


71.7! 44.9 


58.3 


83 


29 


568 


3.161 1.55; 4.71 


5 


June 


82.2! 53.6 


67.3 


97 


37 


337 


2.16; 0.95: 3.20 


4 


July 


87.8! 59.3 


73.6 


39 


48 


1040 


1.86! 1.07; 2.56 


5 


August 


85.91 57.9 


71.9 


98 


46 


987 


1.40! 0.38! 2.22 


3 


September 


77.3! 49.3 


63.6 


94 


30 


708 


1.57! 0.42! 2.48 


3 


October 


67.6! 39.5 


53.6 


86 


20 


431 


1.311 0.49! 1.99 


3 


November 


53.81 28.8 


41.3 


75 


3 


146 


1.10! 0.43: 1.72 


2 


December 


47.3! 23.3 


35.3 


70 


-4 


68 


0.70! 0.28; 1.05 


2 


















Yearly : 


























, , 




Average 


65.31 33. G 


52.0 




,--, 













"~ 


i 


Extreme 


104! -22 





100 


-14 




, , 





*" 


! 


Total 










5341 


18.51111.50:22.96 


39 


I 




















i I d __ 





*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumuifl daily temperatures, 
dividing the sum by , and subtracting the temperature below which growth 
is minimal for the principal crops in the area {Threshold : 40,0 deg. F) 
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FROST Station : BOULDER, 848 
start yr. - 1948 end yr . - 1938 



; Temperature 


Probability 1 24F or lowei ! Z8F CM lower- 


32F or 1 ower 


Last freezing temperature ! 
i n spr i ng : March-June 








1 year in 10 later than April 25 


May 4 


May 


17 


2 year in 10 later than-- ! April 19 


April 29 


May 


12 


5 year in 10 later than 


April 7 


Apri, 18 


May 


i 

e. 


First freezing temperature 
i n fat 1 : August-Nov, 










1 y r in 10 earl i er than 


October 3 


September 29 


September 


20 


2 yr in 10 earl ier than 


October 15 


October 6 


September 


26 


5 yr in 10 earlier than 


October 29 


October 19 


October 


7 



GROWTH Station : BOEDER, 0843 
start yr. - 1948 end yr. - 1938 



Daily Minimum Temperature 



Probabi 1 i ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years m 10 


174 


162 


133 


3 years in 10 


182 


168 


141 


5 years in 10 


196 


180 


157 


2 years i>i 10 


211 


192 


173 


1 year in 10 


218 


198 


182 
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TAPS Station : CABIN CREEK, 1186 
start yr. - 1968 end yr. - 1988 





Temperature 


Precipitation 




1 




2 years in 10 






2 yrs in 10! 




1 




will have 


avg 

f. 




will have ! average 


Month 


avg 1 avg 


avg 


max 


mm 


no. oi 
grow' n 


avg 


i number of 
less! more! days with 




dai 1 y 1 da i 1 y 




temp . 


temp. 


degree 




than! than! 0,10 inch 




max ! min 




>than 


<than 


days* 


(in.) 


(in.) 1 (in.) 1 or more 


January 


31.01 10.7 


20.9 


50 


-20 





0.60 


0.19! 0.93! 2 


February 


33.1! 11.6 


22.3 


50 


-16 





0.68 


0.30! 1.01! 2 


March 


36.21 14.4 


25.3 


54 


-11 


o 


1.40 


0.83! 1.90! 4 


Apr i 1 


43.0! 21.5 


32.2 


53 


-4 


17 


1.38 


1.17! 2.52! 5 


May 


52.7! 30.5 


41. & 


68 


12 


111 


2.3G 


0.73! 3.67! 5 


June 


63.3! 38.8 


51.4 


78 


23 


327 


1.60 


0.53! 2.47! 4 


July 


69.01 43.6 


56.3 


81 


34 


470 


2.57 


1.70! 3.37! 7 


August 


67.1! 42.4 


54.8 


76 


8 








September 


60.3! 36.1 


48.2 


74 


16 


248 


1.63 


0.80! 2.34! 5 


October 


49.7! 27.4 


38.5 


67 


3 


73 


1.41 


0.68! 2.051 3 


November 


37.9! 16.7 


27.3 


58 


-9 


8 


1.00 


0.52! 1.42! 3 


December 


32.4! 13.1 


22.8 


52 


-13 





0.77 


0.331 1.15! 2 




1 












1 ' 


Yearly *. 


I 














[ 














Average 


48.0! 25.6 


36,8 




'""" 






, , 












Extreme 


85! -28 




82 


-23 







, , 








Total 











1689 


18.49 


11.93:22.74! 50 


1 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minimum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : CABIN CREEK, 1186 
start yr. - 1968 end yr. - 1988 







Temperature 




Probabi 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


June 5 


June 22 


June 25 


2 year in 10 later than 


May 30 


June 17 


June 21 


5 year in 10 later than 


May 19 


June 8 


June H 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr i n 10 earl ier than 


September B 


September 5 


August 27 


2 yr i n 10 earl ier than 


September 15 


September 10 


September 1 


5 yr i n 10 earl ier than - 


September 28 


September 20 


September 11 



GROWTH Station : CABIN CREEK, 1186 
start yr. - 1368 end yr, - 1988 



Daily Minimum Temperature 



Probabi 1 


i ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


99 


83 


57 


8 years 


in 10 


108 


89 


66 


5 years 


in 10 


124 


101 


82 


2 years 


in 10 


140 


113 


93 


1 year i 


n 10 


148 


119 


107 
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TAPS Station : LONGMONT 2 ESE, 5116 
start yr. - 1948 end yr. - 1988 





Temp 


erature 






Prec i p i tat ion 




i i 
i i 


2 years 


in 10 




12 yrs in 10! 




i i 
i i 


wi 1 1 


have 


avg 


! will have ! average 




i i 






( 


1 L f 




i i 










Month 


avg ! avg ! avg 


max 


mm 


grow'n 


avg ! less! more! days with 




da i 1 y 1 dai 1 y ! 


temp . 


temp. 


degree 


! than! than! 0.10 inch 




max i mi n 1 


>than 


<than 


days* 


( 1 n.) ! ( i n. ) ! ( i n.) 1 or more 


January 


41.4! 11 .6! 6.5 


68 


-20 


17 


0.36! 0,13! 0.611 1 


February 


46.41 17.1! 31.7 


72 


-13 


34 


0.39! 0.18! 0.63! 1 


March 


51.81 23.21 37.5 


77 


-6 


92 


1.04! 0.43! 1.55! 3 


Apr i 1 


61.8! 32.5! 47.2 


84 


10 


258 


1.67! 0.50! 2.62! 3 


Kay 


71.3! 42.5! 56.9 


91 


23 


526 


2.56! 0.93! 3,92! 5 


June 


82.01 50.6! 66.3 


99 


37 


789 


1.72! 0.48! 2.71! 4 


Jul y 


88.5: 55.7! 72.1 


101 


46 


994 


1.14; 0.511 1.68! 3 


August 


86.41 53.6! 70.0 


99 


43 


950 


1.101 0.471 1.69! 2 


September 


78.0! 44.3! 61.2 


96 


28 


635 


1.12! 0.27! 1.84! I 


October 


66.9! 33.3! 50.1 


87 


16 


335 


0.911 0.241 1.44! 2 


November 


51.8! 22.3! 37.0 


76 


-4 


82 


0.64! 0.18! 1.04! 1 


December 


44.2! 14.91 29.6 


69 


-14 


21 


0.491 0,13! 0.79! 1 




i 








i i 




i " i 








i . 


Yearly ; 


1 ~ i 








i < < 




1 i 








i i i 


Average 


64.2! o3.5! 48.8 








i i > 




1 i 








i i > 


Extreme 


106! -36! - 


102 


-25 




i i i 

J 1 *___' ~. .. - 




( | 
i i 






4732 


13.151 7. 99116. 71! 28 


Tota ! 

























*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtract, ng the temperature below wh.ch growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. r) 
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FROST Station ; LQNGMQNT 2 ESE, 5116 
start yr. - 1948 end yr. - 1988 







Temperature 




Probabi 1 i ty 


24f or i ower 


28F or lower 


32F or lower- 


Last freezing temperature 








in spring : March-June 








i year in 10 later than-- 


Ap r i 1 26 


May 6 


May 19 


2 year in 10 later than 


April 21 


Msy 2 


May 14 


5 year in 10 later than 


April 13 


April 24 


May 4 


First freezing temperature 








in tai i : August-Nov. 








1 yr in 10 earlier than 


October 5 


September 26 


September 17 


2 yr in 10 earlier than 


October 11 


September JO 


September 22 


5 yr in 10 earl ler than 


October 21 


October 10 


September 30 



GROWTH Station : LON&HONT 2 ESE, 5116 
start yr. - 1943 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


I i ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


160 


145 


127 


8 years 


in 10 


166 


152 


134 


5 years 


in 10 


178 


164 


147 


2 years 


in 10 


191 


177 


161 


I year 


in 10 


197 


183 


168 
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TAPS Station : GEORGETOWN, 3261 
start yr. - 1948 end yr. - 1981 









Temj 


eratun 




1 


Prec ip i tat i on 










2 year 


in 10 


j 


2 yrs in 10 ! 










wi II 


have 


avg ! 


will have ! average 














, i 


I \ 


















Month 


avg 


avg 


avg 


max 


mi n 


grow'nl avg 


1 ess 1 more ! days w i th 




daily 


daily 




temp. 


temp. 


degree! 


than! than ! 0,10 inc-h 




max 


mi n 




>than 


< than 


days* ! (in.) 


( in.) ! ( i n.) ! or more 


January 


36. 4 


1G.O 


26.2 


56 


-17 


2 ! 0.53 


0.18! 0.83! 1 


r ebruary 


38.6 


17.4 


26.0 


58 


-10 


4 ! 0.55 


0.31! 0.81! 2 


larch 


41.7 


18.8 


30.3 


61 


-b 


10 ! 1.03 


0.581 1.43! 3 


i\pr i 1 


51.0 


26.6 


38.8 


69 


6 


55 ! I,b7 


0.76! 2.44! 4 


lay 


62.1 


35.1 


48.6 


77 


18 


182 ! 1.78 


0.58! 2.76; 4 


June 


72.7 


42.6 


57.6 


87 


29 


342 I 1.41 


0.70! 2.02! 4 


July 


78.0 


48.8 


63.4 


89 


37 


485 ! 2.08 


1.16! 2.90; 6 


August 


75.6 


43.5 


62.1 


86 


35 


533 ; 2,17 


1,08! 3.12! 7 


September 


69.2 


40.4 


54.8 


83 


22 


334 I 1.34 


0.451 2.07! 3 


Dctober 


60,2 


33.6 


46.9 


104 


11 


165 ! 0.95 


0.32! 1.48! 3 


November 


45.4 


23.6 


34.5 


65 


-4 


23 ! 0.72 


0.291 1.09! 2 


December 


38.0 


18.2 


28.1 


58 


-8 


4 ! 0.73 


0.22! 1.16! 2 














, 


1 a 


** ~" 












1 




/early : 


_ 










1 










" 






! 




Average 


bo. i 


JU.O 


43.o 






' 


, , 


_ 












' 


1 ' 


Extreme 












' 


, , 














01 qq ' i A Q7 


1 Ifi' 1 t ' 41 


1 ota I 


















*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and mmumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 



II - 11 



FROST Station : GEORGETOWN, 3261 
start yr. - 1948 end yr. - 1979 







I ernperaxure 




Probabi 1 ity 


24F or lower 


28F or lower- 


32F or 1 ower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


Hay 22 


June 1 


June 10 


2 year in 10 later than 


May 17 


May 28 


June 6 


5 year in 10 later than 


May 7 


May 19 


May 28 


First freezing temperature 
in f al I : August-Nov. 








1 yr in 10 ear! ier than 


September 25 


September 12 


September 8 


2 yr in 10 eari ier than 


October 2 


September 17 


September 12 


5 yr in 10 earlier than 


October 17 


September 26 


September 19 



GROWTH Station : GEORGETOWN, 3261 
start yr. - 1943 end yr. - 1979 



Daily Minimum Temperature 



Probabi 1 i ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


123 


109 


90 


8 years in 10 


132 


116 


98 


5 years in 10 


148 


128 


112 


2 years in 10 


164 


141 


125 


1 year in 10 


172 


147 


133 
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start yr. - 1948 end yr. 



4234 
1974 



Month 


Temperature 


Precipitation 








2 years in 10 
wilt have 


avg 
no. of 
grow ' n 
degree 
days* 


avg 
(in.) 


2 yrs in 10! 
will have ! average 


avg 
dai t y 
max 


avg 
d a i 1 y 
mi n 


avg 


max 
temp, 
/than 


mi n 
temp. 
Uhan 


- - . number of 
1 ess i more 1 days wi th 
than! than! 0.10 inch 
( i n . ) ! ( i n. ) ! or more 


January 

February 
March 
Apr i 1 
May 
June 
Ju I y 
August 
September 
October 
November 
December 


40.0 
4?. 6 
45.9 
55 . 
63.8 
73.7 
79,1 
77.3 
70. G 
bl.8 
48 , 8 
41.9 


14.5 
15. 
18.2 
26.3 
?3.9 
40.6 
45.9 
44.3 
37.1 
29.0 
L'1.5 
16.1 


27.3 

r:9.i 

32.1 
40.7 
48. S 
57,1 
02. 5 
60.0 
54.0 
45.4 
55.1 
20.0 


59 
63 
G7 
75 
81 
90 
90 
SR 
86 
79 
67 
61 


-17 
-14 
-8 
4 
17 
28 
35 
34 
22 
9 
-7 
-10 


10 

14 
30 

115 

271 

503 

697 
642 
41G 
202 
39 
S 


0.42 
0.54 
0.93 
1.60 
2.14 
1.73 
2.44 
1.99 
1.24 
0.79 
0.66 
0.48 


0.171 0.661 1 
0.20: O.S7! 1 
0.48! 1.33! 3 
0.69: 2,37! 4 
0.35! 3.50! 4 
0.56! 2.90! 4 
1.81; 3.20! 7 
1.07! 2.8L! 6 
0.32! 1.97! 3 
0.22! 1.32! 2 
0.33! 1.06! 2 

0.22! 0.75! 1 
i i 


















i i 


Yearly : 
















i i 

i i 
















i i 
i i 


Average 


50.4 


~ 

28. G 


40.5 










~~ i ' 










i i 


Cxtreme 


95 


-32 





91 


-21 






i 






i i 


Total 













2944 


15.02 


6. 77118. 751 38 
i i 











*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and rninumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
ts minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : IDAHO SPRINGS, 4334 
start yr. - 1948 end yr. - 1974 







Temperature 




Probab i 1 1 ty 


24F or lower 


2SF or lower 


32F or lowo"' 


Last freezing temperature 
in spring : March-June 








1 year in 10 later tnan 


May 23 


June 9 


June .'0 


2 year in 10 later than 


May 13 


June 4 


Juno 15 


5 year in 10 later than-- 


May a 


May 25 


Juno 6 


First freezing temperature 
in f al 1 ; August-Nov. 








1 yr in 10 earl i er than-- 


September 17 


September 4 


August Z~? 


2 yr in 30 eariitr than 


September 24 


September 11 


September '2 


5 yr in 10 earl ier than 


October 6 


September C4 


September 12 



GROWTH Station : IDAHO SPRINGS, 4234 
start yr, - 1948 end yr. - 1974 



Daily Minimum Temperature 



Probabi 1 i ty 


# days > 24F 


# days > 23F 


# days > 3F 


9 years in 10 


107 


_ _ 
90 


-* 

74 


8 years in 10 


116 


98 


82 


5 years in 10 


133 


115 


97 


2 years in 10 


150 


132 


111 


1 year in 10 


159 


140 


119 
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TAPS Sta-tion : DENVER 1 WSO Af-', 222 
start vr. 1948 end yr. - 1QH8 





1 empei ature 


Pre( i p i tat ion 










."' y e a i i in 10 






2 y r s in 10 












w i ! 1 H a v e 


avg 




wi t 1 navf- 


average 



















'lumber of 


Month 


3vg 


avg 


avg 


ma A 


mi n 


g row ' n 


avg 


less! more 


days with 




d a i 1 y 


d a i 1 y 




temp . 


"temp. 


d e g r e & 




than! thdn 


0.10 inch 




max 


m i n 




rhdn 


' than 


day?*- 


(in.) 


< , n . ) ! ( i n . > 


Or iTiorp 


lanuary 


43.0 


16.2 


Q f". 

L.3 . U 


b8 


-15 


29 


0.50 


0.18: 0.76 


1 


February 


4/.0 


20.4 


33.7 


/I 


-8 


40 


".64 


0.201 0.99 


L 


March 


51.5 


i.' _' , 3 


33 . 4 


76 


i 


K)5 


1,27 


0.63: 1.33 


3 


Apr i I 


61.1 


34.1 


47.6 


83 


13 


rsb 


1. 82 


13.84; :',65 


4 


May 


70.3 


43.8 


57.0 


98 


f.'8 


531 


2.54 


0.91! 3.59 


5 


^une 


81. J 


52.6 


fi& . 9 


97 


3ft 


809 


1.74 


0.59! 2.66 


4 


July 


87.8 


58.8 


73. '-< 


99 


48 


1031 


1.84 


0.38; .&& 


4 


Augur. I 


85.8 


57.2 


71.5 


98 


46 


977 


1.43 


0.47; 2.22 


-1 


September 


77.3 


48.0 


62.6 


94 


30 


681 


1.13 


0.28; 1.30 


2 


October 


66 . 4 


37.0 


51.7 


85 


I 1 -.! 


381 


1.02 


0,28; 1.62 


2 


November 


52,3 


25.d 


33.8 


75 





IQij 


0.85 


0.37; 1.25 


2 


December 


45,4 


18.6 


32.0 


70 


-9 


jg 


0,60 


0.19; 0.93 


i 


















, 




Yearly : 
















' 


















, 




Avei a<j<s 


04. 1 


06.4 


50.3 










, 












', 


C* tr erne 


103 


-"c; 





100 


-18 






,' 










1 


Total 






1 




5004 


15.36 


9.45:19.52 


33 






1 





*A growing degree dty 15 d unit flf heat available fur plpnt growth. 
It can be calculated by adding Ihe maximum and minimum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is mmnnal fur the principal crops in the area (Threshold ; 40.0 deg. F> 
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FROST Station : DENVER WSO AP, 2220 
start yr. - 1946 end yr. - 1989 





Tempei ntur^ 


Probabil 


ity 


"4F or lower 


28F or lowtrr I 3f o r 


Last freez 


ng temperature 








irt spr i ng 


; March- lune 








1 year in 


10 later than 


April 28 


May / 


MrlV 


2 year m 


10 later than-- 


April 21 


May 2 


May 


5 year in 


10 later than 


April 10 


Apr * i 22 


May 


First freezing ternpei dture 








r n fall 


: Augusl-Ncv. 








i yr in 1C 


ear ! r tr than--- 


October 11 


October d 


Se;j I 5inbo F 


t yr m 1C 


ear) \ er than 


OUober 17 


Gctobei ':' 


Sep ernL' ^ i 


5 yr in 10 ear! ter than 


October 28 


October 19 


I'icl obo r 


GROWTH Station : DENVER WGO AP, 2220 


start yr. - 1943 end yr, - 130" 



Daily Minunum Tempe r atute 



Probabi I i ty 


# days > 24F 


# days l - 28F 


# dayti 


S years in 10 


166 


154 


r;;?. 


8 years in 30 


174 


161 


HO 


5 years in 10 


190 


174 


1W 


2 years in 10 


206 


188 


178 


1 year tn 10 


214 


194 


131 
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TAPS Station : CHEESMAN, 15C8 
start yr. - 1943 end yr, - 1938 



rature 



Pret . pi tat inn 











2 year 5 in 1 ! 




2 yrs )n 10 












will have 






w i ! 1 hav* 


auerage 


Month 


avg 


a^ 


3Vi 


ffldv , 1(lin 


grow ' n 


3 vg 


!S 


mure 


lumber Mt 
Jays wj t. p i 




daily 


da i f y 




t*(iip . ! temp. 


degree 




than 


than 


G . 1 >J t n r n 




max 


in i n 




than 


1 than 


days*- 


(in.) 


( , n . ) 


(n.) 


,r ,T, ur e 


January 


45. b 


y . 2 


27.4 


66 


-24 


10 


0.4: 


0. 16 


C.64 


. 


February 


48.0 


11.1 


20.5 


bS 


~ 2LJ 


12 


0.64 


0.33 


u.94 


2 


March 


fl.l 


17.G 


34 . 3 


70 


-11 


39 


i.21 


0.69 


1 .&o 


3 


Apri 1 


by. 7 


26.2 


4L.4 


/G 


j 


1 U) 


i . Ut. 


0,'iil 


w, , 3 j 


* 


May 


b7.7 


34.3 


51.0 


64 


19 


340 


2.10 


O.S3 


3. 17 


4 


June 


73.3 


42.5 


bO . 7 


( JJ 


1,'J 


C20 


1.1.7 


0,74 


i- , 5'"' 


4 


July 


84.1 


47.7 


G5.'d 


95 


39 


&03 


2.73 


1.65 


3.62 


7 


Augus 1, 


32. 1 


46.2 


64 . l 


93 


36 


747 


2 . jrj 


1.10 


3,48 


r 


September 


76.2 


38.8 


57.5 


90 


(.0 


527 


1.13 


0,45 


1.31 


^ 


October 


6S.5 


20.6 


47.0 


8 : , 


in 


2Bu 


1.08 


0.2'J 


1.75 


2 


November 


53. S 


19.3 


38.4 


75 


- 1 


57 


0.6! 


0.33 


1.22 


2 


December 


47.1 


U.O 


?u.O 


'"6 


-is 


15 


0.62 


0.21 


0.99 


1 
























Yearly ; 










































Average 


G3.3 


27.9 


45.6 





























Cxtreme 


99 


-41 





36 


-M 








* ' 




^ 


Total 












3580 


IS, 36 


10.63 


20. 2& 


sa 














*A growing degree day is a unit of heat available for plant growth. 
It oan be calculated by adding the maximum and nunumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold ; 40.0 deg. F> 
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FROST Station : CHEESMAN, 1528 
start yr. - 1348 end yr. - 1388 







Temperatut e 




Prr-bab i 1 i ty 


4f ur Inwer 


T,8r or I'jwer 


32f or tuw 


Last freezing temperature 








rn spring : March-June 








i year \it 10 later than - 


Mdy i'S 


June 4 


luny 


year i ri 10 later tfian-- 


May 17 


May <:9 


ifjrie 


5 year in 10 later than 


May 4 


May 17 


May 


First freezing temperature 








i n fa M : August-Nov. 








1 yr in 10 ear her than--- 


Sep temper 20 


September 14 


September 


2 yr in 10 earlier than 


September 26 


Septemljer IS 


SepteiRbor 


5 yr m 10 aar 1 i er than 


October 7 


September 27 


September I 



GROWTH Station : CHCESMAN, 1528 
start yr. - 1948 end yr, ~ 1988 



Daily Minimum 



Prubabil 


a/ 


# days > 24F 


# days > 28F 


# day^ > 321 


9 years 


in 10 


119 


101 


8? 


8 years 


in 10 


129 


ill 


31 


5 years 


in 10 


146 


! --iO 

ii-O 


109 


2 years 


in 10 


Iti4 


146 


lb 


1 year 


in 10 


173 


156 


135 
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TAPS j tat i on : EVCRGRECN, 2790 
sigrt yr. ~ I9bl end *, r . - .98b 





' eniper atiir- 1 


Pi et i p i tat i m 










\l y c a i" s in 10 






L' y r s in 10 












will have 


avy 




wilt have 


dverage 












f l . f 







riLimli-j r nf 










Month 


avy 


JV 6 


*vg 


ma < 


i.i i r 


grow n 


nvg 


:&;s 


more 


day-b with 




o d i ! y 


daily 




t p m |j . 


tfin^ . 


dpyree 




t h a n 


fiin 


0, 10 i rich 




max 


m i < i 




than 


'than 


cUys* 


( i r . > 


( m.) 


(in.) 


o i mo r r ; 


January 


44.2 


9.3 


*_'u . C 


If 5 


i ^ 

- 1,0 


b 


C . 45 


U.I 5 


j.70 


1 


rebruar y 


45.9 


12.1 


19.0 


oh 


-17 


it 


0.75 


0.32 


1.1; 


tl 


March 


48.7 


16,8 


;<2 . y 


1 1- 


-10 


23 


i .49 


0.67 


2.20 


4 


Apri 1 


50. b 


24 . 9 


4 . o 


7 l ; 


9 


107 


2.02 


1.13 


2.33 


3 


May 


G4 . 8 


r , o 


43.3 


y4 


lo 


290 


*' 7 


1.12 


4 . 35 


b 


June 


*t, 


40.4 


07. a 


90 


<M 


53 i 


2.19 


l.OS 


3.13 


b 


July 


81.:. 


46.1 


63 . 7 


92 


35 


731 


2.33 


1.16 


3. 46 





August 


79.0 


44, t 


61.8 


GO 


54 


651 


2.13 


1.02 


3.10 


5 


Septembe r 


/1. 6 


%.4 


54.0 


36 


I'O 


407 


1.40 


0.4C 


2.17 


3 


October 


02.4 


26 . 3 


44.4 


30 


5 


181 


1.41 


0.36 


2.24 





November 


50, fi 


17.5 


34. 2 


70 


-7 


35 


3 .01 


C.30 


1.59 


" 


December 


45. 2 


10.0 


2b . 


65 


-1'j 


3 


0.77 


0.28 


1.22 


t! 
























/early ; 










































Average 


(50 . 5 


.:6.5 


43.5 





























Extreme 


35 


-38 





93 


-26 





















Iota! 












2987 


13.90 


12.05 


21.53 


41 













*A growing degree day it a unit of heat available for plant growth . 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg, F) 
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FROST Station : EVERGREEN, 2790 
start yr. - 1961 end yr. - 1988 







Temperature 




Probabi 1 i ty 


4F or lower 


28F yr lowei 


32F ift 1 owe 


Last freezing temperature 
in spring : March-June 








1 year in 10 Jater than-- 


May 20 


June 1 


June 2', 


2 year in 10 later than 


May 15 


May 28 


lune If 


5 year in 10 later than 


Hay 4 


May 20 


June 1 


First freezing temperature 
in f all : August-Nov. 








1 yr in 10 earl i er than 


September 19 


September ft 


August 31 


2 yr in 10 earlier than 


September 24 


September 13 


September 5 


5 yr in 10 esrlter than 


Uctober 5 


September '22 


September 14 



GROWTH StatJon : EVERGREEN, 2790 
start yr, - 1961 end yr. - 1963 



Daily Minimum Temperature 



Probabrl 


ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


117 


"" "" *~ " "~ 

92 


G9 


8 years 


in 10 


124 


100 


78 


5 years 


in 10 


137 


116 


95 


2 years 


in 10 


151 


132 


112 


1 year 


n 10 


153 


141 


122 
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TAPS Station : BURLINGTON, 1121 
start yr. - 1918 end yr. - 1988 





Temperature 


Preci p i tat ion 




; ; 


2 years i n 10 






2 yrs in 10 






r 1 
1 i 


will have 


avg 




will have 


average 




i 1 




no. of 






number of 


I i 






Month 


avg ! avg ! avg 


max 


mi n 


grow ' n 


avg 


less! inore 


days with 




dai 1 y ! dai 1 y ! 


temp. 


temp. 


degree 




than! than 


0.10 inch 




max ! mi n ! 


>than 


<than 


days* 


(in.) 


<in.>!(in.> 


or more 


January 


42.7! 15.7! 29.2 


70 


-13 


23 


0.31 


0.11! 0.59 


1 


February 


47.4! 19.7! 33.5 


74 


-8 


43 


0.40 


0.12: 0.69 


1 


March 


54.0! 24.8! 39.4 


80 


-3 


123 


0.87 


0.27! 1.37 


L. 


Apr i 1 


64.4! 34.6! 49.5 


88 


12 


310 


1.56 


0.80! 2.30 


3 


Hay 


73.5! 44.6! 59.1 


94 


28 


570 


2.64 


1.20! 3,88 


5 


June 


84,2! 54.3! 63.3 


102 


38 


860 


2.55 


i.oo; 3.92 


5 


July 


90.4! 60.3! 75.3 


103 


48 


1053 


2.45 


1,18! 3,55 


4 


August 


88.1 ! 58.6! 73.4 


101 


45 


997 


2,20 


0.96! 3.31 


4 


September 


80.3! 49,6! 65.0 


97 


30 


713 


1.27 


0.37! 2.03 


2 


October 


68.9! 38.1! 53.5 


90 


19 


429 


1.00 


0.25! 1.68 


2 


November 


53.5! 25.7! 33.6 


77 


2 


107 


0.51 


0.15! 0.87 


1 


December 


44.7! 18.7! 31.7 


72 


9 


35 


0.42 


0.151 0.78 


1 


















Yearly : 






























Average 


6G.O! 37.1! 51.5 










, 













', 


Extreme 




104 


-17 






, 











Total 


i i 






5268 


16.17 


10.96119.80 


31 


~~ *~ i > 







*A growing degree day i& a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sura by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area <Threshold : 40,0 deg. F) 
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FROST Station : BURLINGTON, 1121 
start yr, - 1918 end yr. - 1988 







Temperature 




Probabi 1 i ty 


*, _ -*-. . ._-,.-_ ^. _^ _ 

24F or lower 


28F or lower 


32F or lo 


Last freezing temperature 
in spring : March-June 








1 year in 10 Jater than 


Apri! 25 


May 6 


May 


2 year in 10 later than 


April ?1 


May 1 


May 


5 year in 10 later than 


April 12 


April 22 


May 


First freezing temperature 

in fal J : August-Nov. 








1 yr ir] 10 earl f er than 


October 8 


September 28 


September 


2 yr in 10 ear) ier than 


October 15 


October 4 


September 


5 yr in 10 earl ier than 


October 27 


October 15 


October 



GROWTH Station : BURLINGTON, 1121 
start yr. - 1918 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


ity 


# days > 4F 


# days > 28F 


# days > 32 


9 years 


in 10 


166 


150 


125 


8 years 


in 10 


172 


157 


133 


5 years 


in 10 


185 


170 


148 


2 years 


in 10 


198 


183 


163 


1 year 


in 10 


204 


190 


171 
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TAPS Station : FLAGER 2NW, 2932 
start yr. - 1949 end yr. - 1988 





Temperature 


Precipitation 










2 years in 10 




12 yrs in 10! 










will have 


avg 


1 wi 1 I have ! average 












no . of 












i - . number of 


Month 


avg 


avg 


avg 


max 


mm 


grow' n 


avg 1 less! more! days with 




dai 1 y 


dai 1 y 




temp. 


temp. 


degree 


! than! than! 0.10 inch 




max 


mi n 




>than 


<than 


days* 


( in,) ! (in.) ! (in.) ! or more 


January 


41.8 


12.4 


27.1 


68 


-18 


10 


0.25! 0.07! 0.41! 


February 


46,1 


16.6 


31.3 


73 


-13 


22 


0.39! 0,14! 0.69! i 


March 


52.3 


22.4 


37.4 


78 


-4 


67 


0.89! 0.26! 1.44! 2 


Apr i 1 


63.2 


31.5 


47.4 


85 


11 


197 


1.29! 0.46! 2.05! 3 


May 


72,1 


41.5 


56.8 


91 


25 


395 


2.50! 1.51! 3.39! 5 


June 


83.1 


50.8 


67.0 


100 


35 


595 


2.54! 0.98! 3.84! 4 


July 


89.4 


57.5 


73.4 


101 


46 


770 


2.84! 1.44! 4.05! 5 


August 


87.2 


55.5 


71.4 


100 


43 


715 


2.17! 1,09! 3.12! 4 


September 


78,9 


46.4 


62.6 


97 


28 


500 


1.18! 0.44! 1.91! 2 


October 


67.6 


34.3 


50.9 


89 


15 


268 


0.77! 0.22! 1.37! 1 


November 


52.1 


22.1 


37.1 


77 


-1 


60 


0.60! 0.15! 0.95! 1 


December 


43.8 


15.1 


29.5 


71 


-13 


18 


0.33! 0,09! 0.56! 1 
















i i i 


Yearly : 














i i i 














i i i 



Average 


64.8 





49.3 








' ' ' 








i i . 


Extreme 


104 


-29 





103 


-21 




1 * 






Total 




__ 








3617 


15.75! 1.53! 1.53! 29 













*A growing degree day 15 a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2,, and subtracting the temperature below which growth 
IB minimal for the principal crops in the area (Threshold : 40.0 deg. F) 



II - 23 



FROST Station : FLAGER 2NW, 2932 
start yr, - 1959 end yr. - 1988 







Temperature 




Probabi 1 f ty 


24F or lower 


28F or lower 


32F or lowe 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than-- 


Hay 4 


May 14 


May 2f 


2 year in 10 later than 


April 30 


May 10 


May 2? 


5 year in 10 later than 


April 20 


May 2 


Hay 15 


First freezing temperature 
in fal 1 : August-Nov. 








1 yr in 10 earlier than 


October 4 


September 21 


September 14 


2 yr in 10 earl ier than 


October 10 


September 26 


September 19 


5 yr in 10 earl ier than 


October 19 


October 5 


September 28 



GRONTH Station : FLAGER 2NW, 2932 

start yr. - 1959 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 26F 


# days > 32F 


9 years 


in 10 


149 


135 


115 


8 years 


in 10 


155 


142 


122 


5 years 


in 10 


168 


154 


135 


2 years 


in 10 


181 


166 


143 


1 year 


in 10 


188 


172 


155 
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TAPS Station : STRATTQN, 8008 
start yr. - 1948 end yr. - 1388 







Tem| 


eratun 


3 






Prec ip i tat i on 




! 




2 year 1 


> in 10 






2 yrs tn 10! 




! 




wil 1 


have 


avg 




will have ! average 




i 












| L / 




i 














Month 


avg ! avg 


avg 


max 


mm 


grow' n 


avg 


1 ess ! more! days wi th 




dai lyldai ly 




temp . 


temp. 


degree 




than! than! 0.10 inch 




max ! mm 




>than 


< than 


days* 


(m.) 


< i n.) ! ( m.) ! or more 


January 


42.8! 15.0 


28.9 


70 


-14 


25 


0.33 


0.15! 0.56! 1 


February 


48.0! 19.3 


33.7 


75 


-3 


47 


0,41 


0.12! 0.74! 1 


March 


53.5! 24.2 


38.9 


80 


-1 


112 


0.83 


0.27! 1.33! 2 


Apri 1 


65.1! 34.3 


49,7 


87 


14 


304 


1.34 


0.51! 2.03! 3 


Hay 


74.1! 44.3 


59.2 


94 


27 


5S& 


2.77 


1.47! 3.92! 5 


June 


85.5! 53.6 


69.6 


102 


38 


883 


2.36 


O.S2: 3,63! 5 


July 


90.8! 60.0 


75.4 


104 


46 


1043 


2.62 


0,93; 4.03! 5 


August 


89.1! 58.1 


73.6 


102 


45 


1012 


2.17 


0,74! 3.34! 4 


September 


80.7! 49.0 


64.8 


99 


32 


762 


1.2S 


0.41! 2.12! 2 


October 


69.8! 37.5 


53.6 


89 


19 


427 


O.&S 


0,23! 1.36! 2 


November 


52.8! 24.9 


38.9 


78 


1 


100 


0.62 


0.23: 1.00! 1 


December 


45,0! 17.9 


31.4 


71 




29 


0,31 


0,11! 0.52! 1 




1 
















1 












r 1 


Yearly : 








"" *" 


-. 




















' 


Average 


bb , 4 i ob . j 


bl ,D 














i i 




























1 ' _ 


Extreme 


lOo, -LL 


"~ 


lOb 




~ 




1 ' 
















i 1 




i 








q-^n 


IS Oft 


8 13120 38! 32 


1 otal 


i 








DoOU 


1 D i 3\f 






. 












i 1 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : STRATTON, 8008 
start yr. - 1948 end yr. - 1988 







Temperature 




Probabi 1 ity 


24F or lower 


28F or lower 


32F or tower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


Apr i 1 26 


May 7 


May 19 


2 year in 10 later than 


April 22 


May 2 


May 15 


5 year in 10 later than 


April 14 


April 24 


May 6 


First freezing temperature 
in fal 1 : August-Nov. 








t yr in 10 earlier than 


October 12 


October 4 


September 20 


2 yr in 10 earl ler than 


October 17 


October 8 


September 24 


5 yr in 10 earlier than 


October 27 


October 16 


October 4 



GROWTH Station : STRATTQN, 8008 
start yr, - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 


.ty I 


# days > 24F 


# days > 28F 


# days > 32F 

*_ ,- . -* . -* *- 


9 years 


in 10 


164 


152 


_ *-~ 

126 


8 years 


in 10 


171 


158 


134 


5 years 


in 10 


183 


170 


149 


2 years 


in 10 


195 


182 


164 


1 year 


n 10 


201 


188 


172 
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TAPS Station : E5TES PARK, 2759 
start yr, - 1948 end yr. - 1988 





Temperature 


Prec i p i tat ion 




; 




2 years in 10 






2 yrs in 10! 




! 




will have 


avg 




wi 1 I have 1 average 




t 






no. of 




| I f 


1 








Month 


avg ; avg 


avg 


max 


m i n 


grow' n 


avg 


less! more! days with 




dai 1 y !dai ly 




temp. 


temp. 


degree 




than! than! 0,10 inch 




max ! m i n 




>than 


<than 


days* 


(in.) 


< i n .) ! < i n . > ! or more 


January 


33,3! 16.0 


27.2 


58 


-23 


10 


0.40 


0.13! 0.641 1 


February 


40,5! 17.5 


29.0 


58 


-19 


13 


0.39 


0,15! 0.59! 1 


March 


44.5! 20.2 


32.3 


63 


-12 


30 


0.81 


0.39! 1.18! 2 


Aprs 1 


53.2! 26.5 


39.8 


72 


-3 


96 


1.32 


0.49! 2.02! 3 


May 


62,1! 34.2 


48.2 


78 


17 


266 


2.09 


0.96! 3.06: 4 


June 


72.7! 41.1 


56.9 


86 


26 


508 


1.74 


0.72! 2.60! 4 


July 


78.5! 46.0 


62.3 


88 


36 


690 


2. 19 


1.28! 3.00! 6 


August 


76.7! 44.6 


60.7 


87 


33 


653 


1.93 


0.85! 2.85! 5 


September 


69.9! 37.6 


53.8 


83 


20 


415 


1.19 


0.45! 1.81! 3 


Oc-tober 


60.0! 29.9 


45,0 


76 


7 


193 


0,85 


0.26! 1.321 2 


November 


46.6! 22.6 


34.6 


66 


-11 


48 


0.60 


0.19! 0.941 1 


December 


39.9! 17.9 


28.9 


58 


-17 


15 


0,52 


0.18! 0.82! 1 




1 












1 ' 


Yearly : 


1 












, , 


, 












1 ' 


Average 


56.9! 29.5 


43.2 











i i 












Extreme 


92 1 -39 





89 


-29 






i 








Total 


! 








2937 


14.03 


7.95117.66! 33 


' 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal <~rops in the area (Threshold : 40.0 deg._ F> 
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FROST Station ; ESTS PARK, 2759 
start yr. - 1948 end yr. - 1988 







Temperature 




Probab i 1 i ty 


24F or lower 


28F or lower 


32F or lot 


Last freezing temperature 
in spring : March- June 








1 year in 10 later than 


May 23 


June 3 


June 


2 year in 10 later than 


May 18 


May 29 


June 


5 year in 10 later than 


1 May 7 


May 20 


June 


First freezing temperature 
in fal 1 : August-Nov. 


i 






1 yr in 10 earl ier than 


September 18 


September 8 


August 


2 yr in 10 earlier than 


September 23 


September 12 


September 


5 yr in 10 earlier than 


October 2 


September 20 


September 



GROHTH Station : ESTES PARK, 2759 
start yr, - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probab i 1 


ity 


1 days > 24F 


* days > 28F 


# days > 321 


9 years 


in 10 


115 


103 


79 


8 years 


in 10 


121 


107 


85 


5 years 


in 10 


132 


116 


96 


2 years 


in 10 


144 


125 


107 


1 year 


in 10 


! 1 


129 


113 






, 
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TAPS Station : FORT COLLINS, 3005 
start yr. - 1900 end yr. - 1988 









Temp 


erature 






Prec i p i tat ion 










2 years 


in 10 




!2 yrs in 10! 










wi I 1 


have 


avg 


! wi 1 ! have ' average 














f 


1 L _ _ _ f 


Month 


avg 


avg 


avg 


max 


mi n 


grow'n 


avg ! less! more! days with 




dai ly 


dai 1 y 




temp. 


temp. 


degree 


1 than! than! 0,10 inch 




max 


mi n 




>than 


<than 


days* 


( i n. ) ! ( i n,) ! < i n . K or more 


January 


40.5 


12.6 


26.6 


65 


-21 


11 


0.37! 0.13; 0.59! 1 


February 


43.8 


16.6 


30.2 


68 


-17 


21 


0.50! 0.15; 0.791 i 


March 


50.3 


23.2 


36.7 


75 


~9 


76 


1.08! 0.38; 1.66! 3 


Apri 1 


60.0 


32.5 


46.2 


82 


9 


228 


1.98! 0.30! 2.98! 4 


May 


68.5 


41.6 


55.1 


87 


26 


475 


2.85! 1.22! 4.24! 5 


June 


78.8 


50.0 


64.4 


95 


36 


732 


1.75! 0.591 2.71! 3 


July 


84.9 


55.5 


70.2 


97 


44 


934 


1.56! 0.671 2.36! 3 


August 


83.2 


53.8 


68.5 


96 


42 


883 


1.35: U.431 2.10! 3 


September 


74.9 


44.6 


59.8 


91 


27 


600 


1.25! 0.23: 2.02! 2 


October 


64.2 


33.8 


49.0 


83 


14 


300 


1.12! 0.34! 1.80! 2 


November 


50.8 


22.5 


36.7 


73 


-4 


61 


0.58! O.IS! 0.95! 1 


December 


42.4 


15.1 


28.8 


67 


-16 


15 


0.49: 0.15! 0.85! 1 

i i , 


_ M _..._____ 














i i < 
















, . 


Yearly : 














, t 
















, , , _ 


Average 


61.9 


J3.5 


47. / 








i i i 
















i i i 


Extreme 


102 


-41 




98 


-2b 




i i ' 














4336 


14. 91MO. 93118. 091 29 


Total 














i i > 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. r) 
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FROST Station : FORT COLLINS, 3005 
start yr. - 1900 end yr. - 1388 







temperature 




Probabi 1 i ty 


4f or lower 


28F or lowor 


32F or 


Last freezing temperature 
in spr i ng : March -June 








1 year in 10 later than--- 


May 1 


May 13 


Ma 


2 year in 10 1 atpr than-- 


Apr i 1 25 


May 8 


Ma 


5 year in 10 later than 


April 15 


April 28 


Ma 1 


First freezing temperature 
in f al 1 .' August-Nov. 








1 yr in 10 earl ler than 


October 4 


September 22 


September 


2 yr tn 10 earlier than 


October 3 


September 27 


September 


5 yr in 10 earlier than 


October 19 


October 7 


September 



GROWTH Station : FORT COLLINS, 3005 
start yr. - 1900 end yr. - 1983 



Daily Minimum Temperature 



Probabi f i ty 


* days > 24F 


* days > 28F ! 


if days > 


9 years in 10 


153 


136 


1L4 


8 years in 10 


160 


143 


122 


5 years in 10 


174 


157 


138 


2 years in 10 


187 


171 


154 


1 year in 10 


194 


178 


163 
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TAPS Station : RED FEA1HER LAKES 2 SE, 6925 
start yr. - 1943 end yr. - 1988 





i ernp 


erature 








Precip i tat ion 




; i 


2 years 


in 10 






2 yrs in 10! 




> 


WI 1 I 


have 


avg 




wi 1 1 have i average 


Month 


avg ! avg ! avg 


max 


mi n 


grow' n 


avg 


, number ot 
1 ess ! more ! days wi th 




dai 1 y I dai 1 y 1 


temp . 


temp . 


degree 




than! than! 0. 10 i nch 




max ! mm ! 


^ than 


<than 


days* 


(in.) 


( i n.) 1 ( i n.) 1 or more 


January 


35.3! 11.71 23.5 


55 


~24 


3 


0.58 


0.22! 0.94; 2 


February 


37.8! 13.2; 25.5 


57 


-21 


3 


0.61 


0.2&! 0.89! 1 


March 


40.7! 14.9! 27.8 


60 


-14 


9 


1,23 


0.57! 1.80! 3 


Apr i 1 


43.6! 22.6! 35.6 


69 


-4 


43 


1.88 


0,94! 2.70! 4 


May 


58.5! 31,5! 45.0 


78 


15 


181 


2.12 


1.11! 3.12: 5 


June 


70. 0; 38.6; 54.3 


87 


24 


421 


1.71 


0.69! 2.56; 4 


July 


76.8! 44.2! GO. 5 


89 


32 


641 


2.28 


1.32! 3.131 6 


August 


74.4! 42.9! 58.6 


8b 


30 


588 


1.96 


1,05! 2.76; 5 


September 


67.1! 35.7! 51.4 


82 


15 


356 


1.34 


0.37! 2.121 3 


October 


57.0! 27.91 42.5 


77 


4 


143 


0.89 


0.28! 1.39! 3 


November 


43.5; 18.3; 30.9 


64 


-13 


15 


0.91 


0.291 1.421 2 


December 


37.0! 13.31 25.2 


58 


-18 


4 


0.62 


0.2&: 0.92! 2 


















1 ' 










, , 


Yearly : 












, , 




! ~ C 0'' 












Average 


o3.9, .6.2, 40.1 
























i < 


Extreme 


dt i Oa r 


yo 


















/'40 C ! 


1fi 11 


6 39119,53! 40 


I ota I 


1 ' 













*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold ; 40.0 deg. F> 
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FROST Station : RED FEATHER LAKES 2 SE, 6925 
start yr. - 1949 end yr. - 1988 





Temperature 


Probab i 1 i ty 


24F or lower 


28F or lower- 


32F or 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


May 30 


June 14 


Jun 


2 year in 10 fater than 


May 24 


June 9 


Jun< 


5 year in 10 1 ater than- 


May 14 


June 1 


Jun< 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 earl or than 


September 9 


August 30 


August 


2 yr in 10 earlier than 


September 14 


September 4 


August 


5 yr fn 10 earlier than 


September 24 


September 14 


August 


GROWTH Station : RED FEATHER LAKEO Z SC, 8925 
start yr. - 1949 end yr. - 1938 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 23F 


9 days > 


9 years 


in 10 


83 


68 


40 


8 years 


in 10 


99 


76 


49 


5 years 


in 10 


116 


92 


67 


2 years 


in 10 


134 


108 


85 


1 year 


in 10 


143 


116 


95 
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TAPS Station ; WATERDAIE, 8839 
start yr. - 1948 end yr. - 1988 





Temperature 


Preci pi tat ion 




! ; 


2 years i n 10! 


12 yrs in 10! 




! ! 


wi 1 1 have 


avg 


! will have ! average 








no. of 


1 * i f 






1 i n ufnb e r of 


Month 


avg ! avg ! avg 


max 


mi n 


grow'n 


avg ! less! more! days with 




da i 1 y ! da! 1 y ! 


temp. 


temp. 


degree 


! than! than! 0.10 inch 




max ! min ! 


>than 


(than 


days* 


( in, ) ! < i n. > ! ( in. ) ! or more 


January 


42.4! 13.5! 27.9 


68 


-19 


22 


0.42! 0.18! 0.68! 1 


February 


46.3! 17.4! 31.8 


71 


-14 


32 


0.45! 0.15! 0.72! 1 


March 


51.2! 22.9! 37.0 


76 


-6 


80 


1.14! 0.46! 1.71! 3 


Apr! 1 


60.6! 31.3! 46.0 


83 


8 


222 


1.87! 0.72! 2.84! 4 


May 


69.5! 40.4! 54.9 


89 


25 


465 


2.99! 1.25! 4.461 5 


June 


80.1! 48.0! 64.1 


96 


34 


720 


2.02! 0.86! 3.00! 4 


July 


86.9! 53.6! 70.3 


99 


43 


937 


1.73! 0.78! 2,551 4 


August 


84.8! 52.1! 68.5 


97 


40 


880 


1,52! 0.58! 2.30! 3 


September 


76.3! 43.9! 60.1 


94 


27 


592 


1.35! 0.44! 2.15! 3 


October 


65.5! 34.1! 49.8 


85 


16 


326 


1.12! 0.29! 1.781 2 


November 


51.7! 23.2! 37.5 


73 


-2 


82 


0.69! 0.25! 1,191 2 


December 


44.6! 16.5! 30.6 


67 


-12 


25 


0.51! 0.19! 0.801 1 




1 ' 










Yearly : 


, , 








i i 


, , 








i i i 


Average 


63.3! 33.1! 48.2 








i i i 








i i i 


Extreme 


102! -31! 


100 


-23 




i i 

_ i _ 






Total 


, ( 






4381 


i ** i i 
15.81! 8.95!20.64! 33 


1 ' 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg, F) 
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FROST Station : kiATERDALE, 8839 
start yr. - 1948 end yr. - 1988 







Temperature 




Probabi I i ty 


24F or lower 


2&r or 1 ower 


32F o r f owof 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


May o 


Hay 17 


May 9 


2 year in 10 later than 


April 30 


May 11 


May 24 


5 year in 10 fater than 


April 18 


Mi/ 1 


May H 


Ftrst freezing temperature 
in fal 1 : August-Nov. 








1 yr in 10 earlier than 


October 2 


September 22 


September 13 


2 yr in 30 earfier than 


October 7 


September 27 


September 18 


5 yr in iO earlier than 


October 18 


October 8 


September 28 



GROWTH Station : WATERDALE, 8839 
start yr, - 1943 end yr. - 1938 



Daily Minimum Temperature 



Probabi 1 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


148 


132 


114 


8 years 


in 10 


156 


140 


121 


5 years 


in 10 


171 


154 


134 


2 years 


in 10 


186 


168 


147 


1 year 


n 10 


194 


175 


154 
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TAPS Station : STERLING, 7950 
start yr. - 1948 end yr. - 1988 



Month 


Temperature 


Precip i tat ion 




! 


2 years in 10 
wi 1 1 have 


avg 
no. of 
grow ' n 
degree 
days* 


12 yrs in 10! 

! wi 1 1 have ! average 


avg 
dai ly 
max 


avg ! avg 

daily! 
m i n ! 


max 
temp. 
>than 


mi n 
temp. 
<than 


avg 1 less! more! days with 
! than! than! 0.10 inch 
( i n.) ! < in.) ! (in.) 1 or more 


January 
February 
March 
Apr 1 1 
May 
June 
July 
August 
September 
October 
November 
December 


37.9 
44.8 
50.6 
61.7 
71.6 
82.7 
89.6 
87.5 
78.0 
66.5 
50.5 
40.8 


9.9! 23.9 
16.2! 30.5 
22.6! 36.6 
32.9! 47.3 
43.7! 57.6 
53,1! 67.9 
58.7! 74.2 
56,2! 71.9 
45,5! 61.8 
33.5! 50.0 
21,5! 36.0 
13.3! 27.1 


66 
72 
79 
87 

102 

104 
101 
98 
87 
76 
67 


-13 

-4 

12 

28 
37 
46 
43 
27 
17 
-2 
-13 


6 
26 
85 
264 
546 
829 
1035 
971 
651 
330 
66 
10 


0.27! 0.03! 0.45! 
0.24! 0.07! 0.471 
0.86! 0.25! 1.40! 2 
1.30! 0.53! 1.961 3 
3.04! 1.52! 4.37! 6 
2.85! 1.47! 4.06! 5 
2.44! 1.09! 3.61! 5 
1.73! 0.57! 2.67! 4 
0.97! 0.24! 1.59! 2 
0.83! 0.24! 1.34! 2 
0.47! 0.16! 0.851 1 
0.33! 0.12! 0.56! 1 






1 








1 ' ' 


Yearly : 




, 




"~ 




i i i 




1 








i i i 


Average 


63.5 


33.9! 48.7 








i i i 










Extreme 


107 


-30! 


105 


-22 




i i i 




i > i 


Total 




1 






4819 


15. 35110. 16!18.83! 31 




1 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : STERLING, 7950 
start yr. - 1948 end yr. - 1988 







Temperature 




Probabi 1 i iy 


24F or lower 


28F or lower- 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 30 fater than 


April 28 


May 6 


May ?A 


2 year in 10 later than 


April 23 


May 1 


May 1C 


5 year in 10 later than 


April 13 


April 22 


Way 8 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 earl ier than 


October A 


September 22 


September 13 


2 yr in 10 earl ier than - 


October 9 


September 28 


September 18 


5 yr in 10 earlier than 


October 19 


October 9 


September 27 



GROWTH Station : STERLING, 7950 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probab i 1 i ty 


# days > 24F 


# days .' 28F 


# days > 32F 


9 years in 10 


161 


144 


122 


8 years in 10 


167 


150 


128 


5 years in 10 


177 


163 


140 


2 years tn 10 


188 


176 


152 


1 year in 10 


193 


183 


158 
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TAPS Station : FORT MORGAN, 3038 
start yr. - 1948 end yr. - 1988 





Temperature 


Precip itatton 




] 




2 years in 10 






2 yrs in 10 






i 




wi 1 i have 


avg 




will have 


average 




i 






no. of 






number of 


1 








Month 


avg I avg 


avg 


max 


mi n 


grow' n 


avg 


less! more 


days MI th 




d a i 1 y I d a i I y 




temp. 


temp . 


degree 




than! than 


0.10 mch 




max ! mm 




>than 


<than 


days* 


(in.) 


(in.)! (in.) 


or niorp 


January 


38.3! 9.1 


23.7 


65 


-20 


5 


0.25 


o.io; 0.40 





February 


45.1! 16.1 


30,6 


71 


-15 


26 


0.22 


0.07! 0.39 





March 


51.3! 23.3 


37.3 


78 


-4 


90 


0.66 


0.19! 1.08 


1 


Apr i 1 


62.21 33.9 


48.0 


86 


U 


282 


1.26 


0.52! 1.89 


3 


May 


71.9! 44.5 


58.2 


92 


29 


567 


2.61 


1.21! 3.82 


5 


June 


S3.1! 53.8 


68.5 


101 


38 


654 


2.04 


0.94! 2.99 


4 


Jul y 


90.01 59.5 


74.7 


103 


48 


1076 


1.85 


0.831 2.71 


3 


August 


87,5! 57.0 


72.2 


101 


45 


998 


1.39 


0.50! 2.12 


3 


September 


78.5! 46.8 


62.6 


96 


28 


681 


l.OJ 


0,30! 1.62 




October 


67.3! 34.2 


50.7 


87 


16 


351 


0.69 


0.19: 1.13 


1 


November 


51.1! 21.7 


36.4 


75 


~~ J 


69 


0.39 


0.16! 0.68 


1 


December 


41.6! 13.0 


27.3 


67 


-15 


10 


0.28 


0.12: 0.45 


1 




i 

















Yearly : 


( 












, 


_ 


i 












, , 




Average 


i ~ 
64.0! 34.4 


49.2 










, 















Extreme 


i ~ 
1071 -41 





104 


-26 






, 









, 


Total 


1 








5009 


12,66 


8.24115.69 


24 


1 









+A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
for the principal crops in the area (Threshold : 40.0 deg. F) 



is minima 
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FROST Station : FORT MORGAN, 3038 
start yr. - 1948 end yr. - 1988 







Temperature 




Probabi 1 ity 


24F or lower 


28f or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


April 23 


May 7 


May H 


2 year in 10 later than 


April 18 


May 2 


Hay JO 


5 year in 10 fater than 


April 9 


Apr!' 22 


May 3 


First freezing temperature 

in fal 1 ; August-Nov. 








1 yr in 10 earlier than 


October 4 


September 27 


September 18 


2 yr in 10 earlier than 


October 11 


October 2 


September 23 


5 yr in 10 earlier than 


October 22 


October 12 


October 2 



GROWTH Station : FORT MORGAN, 3038 
start yr. - 1948 end yr. - 1938 



Daily Minimum Temperature 



Probabi 1 


ty 


* days > 24F I 


# days > 28F 


# days > 32F 


9 years 


in 10 


16? 


- 

149 


133 


8 years 


tn 10 


173 


156 


139 


5 years 


in 10 


184 


169 


151 


2 years 


in 10 


196 


183 


164 


1 year 


in 10 


202 


190 


170 
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TAPS Station : WIGGINS 7 SW, 9025 
start yr. - 1961 end yr. - 1971 



Month 


Temperature 


Precip i tat ion 








2 years in 10 
will have 


avg 
no. of 
grow' n 
degree 
days* 


avg 
(in J 


2 y rs in 10! 
will have \ average 


avg 

daily 
max 


avg 
dai ly 
mi n 


avg 


max 
temp . 
>than 


mi n 
temp . 
'than 


1 ess! morel days wi th 
than! than! 0.10 inch 
(i n.) 1 ( in.) 1 or more 


January 
February 
March 
Apr f 1 
Hay 
June 
July 
August 
September 
October 
November 
December 


41.2 
46.5 
52.1 
64. 6 
75,4 
32.4 
92,0 
89.1 
79.7 
69.0 
54.4 
43.0 


8.6 
15,5 
20.1 
30.4 
40. & 
43.6 
56.3 
53.6 
43.7 
31.8 
21.0 
11.4 


24.9 
31.0 
36.1 
47.5 
56. 
65.5 
74,1 
71.4 
61.7 
50.4 
37.7 
27.2 


68 
71 
79 
84 
95 

too 

102 
102 
94 
92 
74 
68 


-28 
-15 
-9 
11 
23 
35 
45 
39 
28 

n 

1 

-19 


11 
19 
76 
252 
559 
766 
1057 
973 
650 
341 
61 
11 


0.53 
0.45 
0.93 
1.05 
2.63 
3.24 
2.19 
1.68 
1.44 
1.18 
0.41 
0.40 


0,10! 0.86! 1 
0,21! 0.65! 1 
0.44! 1.36! 3 
0.39! 1.59! 3 
0.93! 4.04! 5 
2.23! 4.18! 6 
1.07! 3.17! 4 
0.55! 2.60! 3 
0,34! 2.31! 2 
0,25! 1.90! 2 
0.20! 0.67! 1 

0,23! 0.54! 1 
i i 


















i i ~ ~ 
i i 


Yearly : 
















i i 
i i 
















i i 
i i 


Average 


65.3 


31.8 


48.8 










i > 
i i 










i i 


Extreme 


104 


-36 




104 


-29 






> i 
i i 






i i ~ 
t i 


Total 












4774 


16.12 


i 

9.91113.50! 32 
i 













*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
IB minimal for the principal crops in the area (Threshold : 40.0 deg, F) 
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FROST Station : WIGGINS 7 SW, 9025 
start yr. - 1961 end yr. - 1971 







1 emperature 




Probabi 1 i ty 


24F or tower 


28F or lower 


32F or iowor 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


May 5 


May 15 


May 21 


2 year in 10 later than 


May 1 


May 12 


Hay 23 


5 year in 10 later than 


April 24 


May 6 


May 16 


First freezing temperature 
in fa! 1 ; August-Nov, 








1 yr in 10 earlier than 


September 29 


September 16 


September 10 


2 yr in 10 earl i er than 


October 5 


September 22 


September 14 


5 yr in 10 earl i er than 


October 17 


October 5 


September 23 



GROWTH Station : WIGGINS 7 SW } 9025 
start yr. - 1961 end yr. - 1971 



Daily Minimum Temperature 



Probabil 


--^ __^_ . _*-._ ^-__ 

ifcy 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


_-_ . 

138 


128 


121 


8 years 


in 10 


145 


134 


124 


5 years 


in 10 


159 


146 


130 


2 years 


in 10 


172 


157 


135 


1 year 


in 10 


179 


163 


138 
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TAPS Station : HQLYOKE, 4082 
start yr. - 1948 end yr. - 1988 



Month 


Temperature 


Precip itat Ion 


t i 
i i 

i i 
i < 


2 years in 10 
will have 


avg 
no . of 
grow ' n 
degree 
days* 


!2 yrs in 10 

! will have 


average 
number of 
days wt th 
0.10 inch 
or more 


i i 
avg 1 avg ! avg 
dai 1 y ! da i 1 y 1 
max ! min ! 


max 
temp. 
>than 


mi n 
temp. 
<than 


i ~ 
avg i 1 ess ! more 
! than! than 
(in.>!<in.)!(in.> 


January 
February 
March 
Apri 1 
Hay 
June 
July 
August 
September 
October 
November 
December 


40.5! 13.0! 2C.8 
46. 6! 17.91 32.2 
52.31 23.11 37.7 
64.31 33.11 48.7 
73.71 43.81 58.8 
84.51 53.21 68.8 
90.7! 58.9! 74.8 
88.9! 56.7! 72.8 
79.6! 46.7! 63.1 
68.3! 35.2! 51.8 
52.2! 23.5! 37.9 

43.3! 16.2! 29.7 
i i 


68 
74 
81 
89 
95 
102 
104 
103 
99 
91 
77 
70 


-16 
-10 
-5 
12 
27 
38 
45 
43 
28 
17 
-1 
-11 


14 
35 
98 
"89 
583 
863 
1078 
1013 
694 
378 
85 
20 


0.36! 0.14! 0.58 
0.33! 0.11! 0.70 
1.18! 0.36! 1.91 
1.62! 0.68! 2.41 
3.51! 1.84! 4,97 
3.36! 1.65! 4.85 
2.69! 1.63! 3.63 
1.95! 0.83! 2.91 
1.21! 0.38! 1.89 
0.84! 0.22! 1.33 
0.58! 0.13! 0.93 

0.36! 0.13! 0.59 
i i 


1 

1 
2 
3 
6 
6 
5 
3 
3 
2 
1 
1 




*~ i "~i "~ 
i i 








i i 




Yearly : 


i i 
i i 




*"~~ 


~ 


i i 




i i 
i 








~~ i i 
i i 




Average 


i i ~~ 

65.41 35.1! 50.3 
i i 








i i 

i i 











i i 


Extreme 


no: -24! 

9 1 


106 


-21 




i > 
i i 


. 


~* 


* i 

i i 


Total 


1 1 
1 1 







5155 


~* ~* i i 

18.05! 9,83!23.18 
> i 


34 


1 1 

1 1 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 <Jeg. F) 
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FROST Station : HOLYOKE, 4082 
start yr. - 1948 end yr. ~ 1988 







1 emperature 






Probabi 1 i ty 


24F or lower 


28F or lower 


32r or 1 


owa 


Last freezing temperature 










in spring : March-June 










1 year in 10 later than 


May 1 


May 10 


May 


2 


2 year in 10 later than 


April 25 


May 5 


May 


1 


5 year in 10 later than 


April 15 


April 26 


May 




First freezing temperature 










in fal 1 : August-Nov. 










1 yr in 10 ear J i er than 


October 5 


September 27 


September 


If 


2 yr m 10 earl ier than 


October 10 


October 2 


September 


2C 


Syr in 10 earl i er than 


October 21 


October 12 


October 





GROWTH Station : HOLYOKE, 4082 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


160 


145 


129 


8 years in 10 


166 


152 


135 


5 years in 10 


178 


164 


146 


2 years in 10 


190 


176 


157 


1 year in 10 


196 


182 


163 
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TAPS Station : AKRON 4E, 0109 
start yr. - 1918 end yr. - 1988 

! Temperature 



Preci pi tat i on 



Month 


1 | 


2 years in 10 
will have 


no. of 
grow' n 
degree 
days* 


!2 yrs in 10! 
! wi 1 1 have ! average 


avg ! avg ! avg 
dai 1 y 1 dai 1 y ! 
max ! min ! 


max 
temp . 
>than 


mm 
temp . 
< than 


avg ! 1 ess! more! days wi th 
! than! than! 0.10 inch 
( i n.> ! (i n.> ! ( in.) ! or more 


January 

February 
March 
Apr i 1 
May 
June 
July 
August 
September 
October 
November 
December 


37.5! 12.4! 24.9 
43.3! 17.6! 30.4 
49.6! 23.7! 36.7 
59.3! 32.2! 45.8 
63.4! 42.5! 55.9 
81.4! 52.0! 66.7 
89.4! 58.3! 73.8 
86.7! 56.3! 71.5 
78.3! 47.0! 62.6 
65.5! 34.7! 50.1 
49.0! 22.5! 35.8 
39.2! 14.5! 26.9 


64 
71 
76 
85 
91 
100 
103 
101 
98 
88 
77 
67 


-17 

-13 
-6 
10 
27 
31 
44 
43 
25 
15 
-2 
-16 


8 
28 
86 
225 
462 
724 
990 
939 
628 
329 
71 
17 


0.29! 0.09! 0.51! 1 
0.33! 0.121 O.G1! 
0.95! 0.31! 1.47! 2 
1.77! 0.79! 2.61! 4 
3,10! 1.48! 4.51! 6 
2.38! 1.25! 3.37! 5 
2.69! 1.36! 3.84! 5 
2.15! 0.85! 3.25! 4 
1.12! 0.24! 1.87! 2 
0.73! 0.23! 1.22! 2 
0.68! 0.24! 1.04! 1 
0.47! 0.12! 0.77! 1 




1 ' 








, , , 


Yearly : 










i i i 












Average 


62.4! 34.5! 48.4 








i i i 








i i i 


Cxtreme 


106! -29! 


105 ' 


-23 




i ; : 


Total 








4508 


16. G7! 1.21! 1.21! 33 


', 







*A growing degree day 15 a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
IB minimal for the principal crops in the area (Threshold : 40.0 deg. F> 



II - 43 



FROST Station : AKRON 4E, 0109 
start yr. - 1918 ond yr. - 1986 







Temperature 




Probabi 1 i ty 


24F or lower 


28F or 1 ower 


32F or lower 


Last freezing temperature 








in spring : March-June 








1 year in 10 later than 


April 23 


May 11 


May 23 


1 year in 10 later than 


April 20 


May 7 


May 18 


5 year tn 10 later than 


April 14 


April 23 


May 9 


First freezing temperature 








in fa! 3 : August-Nov. 








1 yr in 10 earl ier than 


October 1 


September 22 


September 14 


2 yr in 10 earl ier than 


October 6 


September 28 


September 18 


Syr in 10 ear! rer than 


October 17 


October 8 


September 28 



GROWTH Station : AKRON 4E, 0109 
start yr. - 1918 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


-, - . ,,. 

156 


140 


113 


8 years 


in 10 


162 


146 


128 


5 years 


in 10 


173 


157 


138 


2 years 


in 10 


185 


168 


150 


1 year 


in 10 


191 


174 


156 
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TAPS Station : GREELEY UNC, 3553 
start yr. - 1967 end yr. - 1988 





Temperature 


I Precipitation 










2 years in 10 






? yrs in 10 












will have 


avg 




wi 1 1 have 


average 


Month 


avg 


avg 


avg 


max 


mm 


grow' n 


avg 


less! ificsre 


number of 
days wi th 




da i 1 y 


dai ly 




temp . 


temp. 


degree 




than! than 


0.10 inch 




max 


mi n 




;than 


< than 


days* 


(in.) 


(in.) ! do.) 


or more 


January 


40.5 


13.5 


27.0 


67 


-16 


11 


0.44 


0.09! 0.71 


1 


February 


47.5 


19.6 


33.5 


70 


-8 


34 


0.34 


0,03! 0.57 


1 


March 


54.7 


5.9 


40.3 


78 


2 


115 


1.06 


0.36! 1.63 


3 


Apr i 1 


63.7 


34.0 


48.3 


34 


13 


289 


1.S6 


1.061 2.57 


4 


Hay 


72.1 


43.3 


57.7 


90 


28 


552 


2,78 


1.24! 4.11 


6 


June 


83.0 


52.2 


67. G 


98 


39 


82'J 


1.90 


0,89! 2.77 


4 


July 


89.1 


57,7 


7,3.4 


101 


48 


1035 


1.36 


0.65! 1.97 


3 


August 


87.0 


55.3 


71.1 


99 


45 


364 


1.02 


0.47! 1.50 


L. 


September 


78.4 


45.6 


62.0 


94 


27 


662 


1.05 


0.36! 1.70 


L. 


October 


66.0 


34.5 


50.3 


86 


16 


336 


1.0& 


0.33! 1.66 


2 


November 


50.3 


23.5 


36.9 


75 


-0 


73 


0,37 


0.22! 1.33 





December 


41.8 


15.7 


28.7 


66 


-13 


16 


0.51 


0.17! 0.84 


1 


















( 




Yearly : 
















" 


















, 




Average 


64.5 


35.1 


49.8 










1 













1 


Extreme 


103 


-25 





102 


-18 






t 









, 


Total 












4916 


14.24 


* 

9.90116.96 


31 











*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum dajly temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is mini dial for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : &REELEY UNC, 3553 
start yr. - 1967 end yr. - 1988 







Temperature 




Probabi I i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
i ri spring : March-June 








1 year in 10 later than 


April 20 


May 9 


May 16 


2 year in 10 later than 


April 16 


May 2 


May 12 


5 year in 10 later than 


April 7 


April 21 


May 3 


First freezing temperature 
in fal 1 : August-Nov, 








1 yr in 10 earl ier than 


October 1 


September 26 


September 19 


2 yr in 10 earlier than 


October 7 


October 1 


September 23 


5 yr in 10 earlier than 


October 18 


October 11 


October I 



GROWTH Station : GREELEY UNC, 3553 
start yr. - 1967 end yr. - 1938 



Dai ly Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


172 


148 


131 


8 years 


in 10 


177 


155 


138 




i 








5 years 


in 10 


187 


170 


150 


2 years 


in 10 


196 


185 


162 


1 year 


in 10 


201 


192 


169 
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TAPS Station : NEW RAYMER, 5922 
start yr. - 1948 end yr, - 1938 









Terri 


) e r a t u r 


^ 




Prec i p i ta 


; inn 










2 year 


5 in 10 




!2 yrs in 10 












wi 1 1 


have 


avg 


! will have 


average 














r 


i 


I f 
















< 


number ot 


Month 


avg 


avg 


avg 


max 


m r n 


grow' n 


avy ! I ess I more 


days wi th 




daily 


dai 1 y 




temp . 


temp. 


degree 


! than \ than 


(.' . 1 U me h 




max 


m i n 




Hhan 


' than 


days* 


< i i . > ! < i n . ) ! < i n . ) 


or m*>re 


Januat y 


59.6 


10.0 


25.1 


65 


-19 


7 


0.24; 0.08! 0.40 





Februdry 


4b,8 


15.9 


31.4 


71 


-14 


18 


;.18I 0,02! 0.31 





March 


53.4 


21.5 


37.4 


73 


-3 


71 


0.67! 0,22; 1.04 


2 


Apr i 1 


62.4 


23.4 


45.9 


84 


6 


KJO 


l.bl! 0.801 2.14 


3 


May 


71.7 


39.9 


55.3 


90 


23 


419 


2.52! 1.141 3,71 


5 


June 


82.6 


4G.6 


65.7 


99 


33 


678 


2.49! 1.43; 3.43 


c 


July 


90,5 


55.5 


73.0 


103 


*3 


897 


2.17! i.471 2,62 


4 


August 


88.3 


53.4 


70.8 


101 


42 


339 


1.74! 0.521 2.73 


3 


September 


73, U 


43.8 


61.8 


97 


""~J T 
/ J 


603 


1.09! 0.31! 1.72 


. 


October 


r-c ~i 
ob, / 


31.9 


49.3 


80 


12 


27b 


0.701 0.201 1,15 


r, 


November 


43 . 5 


19.9 


J4.7 


74 


-6 


49 


0,41! 0.16! 0.64 


i 


D e c e rr< b r 


40.9 


l?.& 


26 . U 


66 


-16 


1 1 


0.24! 0.091 0.39 



















h 1 


















1 ' 


















i i 


















i ; 








"i 1 Q 










i I 


















1 ' 


















1 C 


















1 r 




r 4- 


irm 








no 




1 




L,X 1 1 wine. 










i_O 




1 i 


















i > 


















1 1 









































*A giowing degree day is 3 unit of hest available for plant growth. 
It can be calculated by adding the maximum and fninumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
(s minima! for the principal crops in the area (Threshold : 40,0 deg. F) 
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FROST Station : NEW RAYMER, 5922 
start yr. - 1966 end yr. - 1988 







i emperd tur 




Probabi 1 i ty 


24F or lower 


28F or lower 


3ZF or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


May 8 


May 13 


June 3 


2 year in 10 later than 


May 3 


May 10 


May 28 


5 year in 10 later than 


April 22 


May 3 


May 16 


First freezing temperature 
in fal 1 : August-Nov. 








1 yr in 10 earl ier than 


September 27 


September 18 


September 12 


2 yr in 10 earl ier than 


October 3 


September 23 


September 16 


5 yr in 10 earl ier than 


October 13 


October 1 


September 2*1 



GROWTH Station : NEW RAYMER, 5922 
start yr. - 1966 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 i ty 


^ - ______ _^_^ 

# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


139 


131 


108 


8 years in 10 


147 


137 


115 


5 years in 10 


163 


147 


129 


2 years in 10 


179 


157 


143 


1 year in 10 


188 


162 


151 
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TAPS Station : 
start yr. - 1948 



, 6023 

end yr. - 1988 





Temperature Precipitation 




; 




2 years in 10 


!2 yrs in 10 




! 




wi 1 1 have 


avg ! will have average 




i 






no . of 


1 E 










Month 


avg 1 avg 


avg 


max 


mi n 


grow'n avg ! less! more days with 




dai 1 y I dai 1 y 




temp . 


temp , 


degree ! than! than 0.10 inch 




max 1 mm 




>than 


< than 


days* 


( i n. ) ! < in. ) : ( in.) ! or more 


January 


42.0! 12.2 


27.1 


67 


-20 


6 


0.35! 0,16! 0.66! 1 


February 


44.7! 14.6 


29.7 


72 


-21 


18 


0.19! 0.05! 0.34! 


March 


51.9! 23.1 


37.5 


75 


6 


47 


0.70! 0.27! 1.06! 2 


Apr i 1 


60.5! 30.1 


45.3 


34 


8 


158 


1.39! 0.63! 2.04! 3 


Hay 


69.5! 39.9 


54.7 


o O 


25 


324 


2.42! 1.51! 3.24! 6 


June 


81.6! 43.5 


65.0 


98 


34 


546 


1.95! 0.84! 2.90! 5 


July 


89.6! 55.3 


72.4 


101 


45 


801 


2.05! 0.95! 3,00! 4 


August 


86.9! 53.7 


70.3 


99 


43 


627 


1.24! 0.45! 1,89! 2 


September 


77.0! 42.8 


59.9 


97 


23 


439 


0.90; 0.42! 1.32! 3 


October 


62.11 30.8 


46.4 


83 


14 


176 


0,94! 0.46! 1.361 2 


November 


48.8! 20.0 


34.4 


72 


-6 


44 


0.52! 0.15! 1.01! 1 


December 


40.0! 12.1 


26.1 


68 


-13 


16 


0.24! 0.10! 0.41! 1 




( 












Yearly : 


( 












' 


"*" 











Average 


62.9! 31.9 


47.4 








1 * 1 


""* 








Extreme 


101! -28 


_ 


103 


-28 




1 ' ' _ 








i 










1 i 1 _ _ 


Total 


, 








3202 


12.89! 1.37! 1.37! 30 


' 









*A growing degree day is a unit of beat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : NUNN, 6023 

start yr. - 1980 end yr. - 1988 







Temperature 




Probabi 1 i ty 


24F or lower 


28F or lower 


J2F or lower 


Last freezing temperature 
rn spring ; March-June 








1 year in 10 later than 


May 2 


May 13 


May 24 


2 year in 10 later than-- 


April 27 


May 9 


May 21 


5 year in 10 later than 


April 16 


My 1 


May 14 


First freezing temperature 
in fal 1 : August-Nov, 








1 yr in 10 earlier than-- 


September 21 


September 19 


September 16 


2 yr in 10 earl jer than 


September 27 


September 24 


September 20 


5 yr in 10 earlier than-- 


October 9 


October 3 


September 26 



GROWTH Station : NUNN, 6023 
start yr. - 1980 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


149 


136 


116 


8 years 


in 10 


154 


140 


122 


5 years 


in 10 


164 


149 


134 


Z years 


in 10 


175 


158 


145 


1 year 


n 10 


180 


162 


151 
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TAPS Station : BONNY LAKE, 0834 
start yr. - 1949 end yr. - 1988 





Tempe rature 


Prec ip t tat ion 










2 years in 10 




!2 yrs in 10! 










will have 


avg 


! wilt have ! average 













no. of 


i i - * 








- - i number of 


Month 


avg 


avg 


avg 


max 


m i n 


grow'n 


avg I less! more! days wi th 




daily 


dai ly 




temp . 


temp . 


degree 


! than! than! 0.10 inch 




max 


mi n 




>than 


< than 


days* 


( i n .) ! < i n.) ! (in.) ! or more 


January 


41.4 


12.0 


27.1 


74 


-15 


794 


0.30! 0.13! 0.52! 1 


February 


46.0 


17.5 


31.8 


75 


-11 


332 


0.341 0.09! 0.62! 1 


March 


51.1 


22.5 


36.8 


82 


-3 


1099 


0.99! 0.30! 1.60! 3 


April 


63.1 


33,7 


48.4 


87 


15 


1379 


1.54! 0.57! 2.36! 3 


Hay 


72.6 


44.3 


58.4 


93 


28 


1791 


3.11! 1.67! 4.37! 6 


June 


83.8 


53.9 


68.3 


102 


37 


2089 


2.54! 0.99! 3.96! 5 


Ju ly 


90.7 


60.4 


75.6 


105 


48 


2357 


2.41! 1.24! 3.43! 5 


August 


88.9 


58.3 


73.6 


103 


46 


2222 


2.12! 0.78! 3.24! 4 


September 


79.7 


48.5 


64.1 


100 


30 


1908 


1.31! 0.28! 2.25! 3 


October 


68.9 


36.1 


52.5 


90 


19 


1602 


0.94! 0.30! 1.56! Z 


November 


53.1 


23.7 


38.4 


78 


1 


1100 


0.54! 0.15! 0.88! 1 


December 


44.1 


15.6 


29.9 


73 


-10 


883 


0.34! 0.09! 0.56! 1 
















> r i 

i i l 
















i i i 


Yearly : 














i i i 














i i i 
















i i i 
















i i i *~ 


Average 


65.3 


35.6 


50.5 








i i i 








I -"" i "" i - - 
















i i i 
















i i i -. 


Extreme 


109 


-30 





105 


-19 




i i i 




i " . i - ~ 
















i i i 


Total 












18157 


116.50! 8.79121.20! 35 













*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 0.0 deg, F) 
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FROST Station : BONNY LAKE, 0834 
start yr. - 1949 end yr. - 1988 





1 emperature 


Probabi 1 i ty 


24F or lower 


28F or lower 


32F or (owi 


Last f reoz ing 
rn spring : 


temperature 
'larch-June 








1 year in 10 


later than 


April 28 


May 9 


May I 


2 year in 10 


later -than 


April 23 


May 4 


May 1 


5 year in 10 


later than 


April 13 


April 24 


Hay 


First freezing temperature 
i n fall : August-Nov, 








1 yr in 10 earf ier than 


October 9 


October 5 


September 2' 


2 yr in 10 earl ier than 


October 15 


October 9 


September 2! 


Syr in 10 earl ier than 


October 25 

i 


October 17 


October i 



GROWTH Station : BONNY LAKE, 0834 
start yr. - 1349 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


166 


147 


128 


8 years 


in 10 


\iz 


155 


136 


5 years 


in 10 


185 


169 


152 


2 years 


in 10 


197 


184 


167 


1 year 


In 10 


203 


192 


175 



II - 52 



TAPS Station : CAMPO 7 S, 1268 
start yr. - 1954 end yr. - 1988 





Temperature 


Precipi tation 








2 years in 10 




12 yrs in 10! 




! 




will have 


avg 


! will have ! average 




i 






e 


1 1 L f 


Month 


avg ! avg 


avg 


max 


min 


grow' n 


avg ! less! more! days with 




dai ly !dai ly 




temp. 


temp. 


degree 


I than! than! 0.10 inch 




max ! min 




>than 


<than 


days* 


<in.) ! (in.) ! <in.) ! or more 


January 


48.5! 18.9 


33.7 


75 


-14 


22 


0.22! O.tO! 0.51! 


February 


53,5! 23.1 


38.3 


78 


-4 


31 


0.30! 0.09! 0.61! 1 


March 


58.9! 28.3 


43.6 


85 


6 


52 


0,88! 0.30! 1.53! 2 


Apri 1 


69.6! 38.1 


53.8 


92 


21 


128 


1.16! 0,27! 1.86! 2 


May 


79.4! 47.1 


63.3 


96 


29 


186 


2.33! 0.98! 3.48! 4 


June 


89.4! 55.4 


72.4 


107 


38 


287 


2.21! 0.81! 3.37! 4 


July 


94,2! 60.9 


77.6 


108 


49 


330 


2,94! 1.23! 4.39! 5 


August 


91.6! 59.4 


75.5 


104 


48 


303 


2.12! 1.06! 3.04! 4 


September 


83,5! 50,1 


66.8 


100 


22 


243 


1.52! 0.541 2.421 2 


October 


71.4! 39.8 


55.6 


90 


21 


128 


1.06! 0.30! ?,,H! 1 


November 


56,4! 27.3 


41.9 


83 


3 


87 


0.501 0.18; 0,93! 1 


December 


46.2! 0,5 


34.4 


76 


-8 


L.C- 


0.27! 0. ]?! 0,5&! 














i i 


Yearly : 












i i i 














Average 


70.4! 39.1 


54.7 








i i i 
























Extreme 


110! -26 





108 


-15 





1 ; _ j 




i 










i _. 


Total 


1 








1799 


15,50! 2,45! 2,45! 26 


1 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting tha temperature betow which growth 
minimal for the principal crops in the area (Threshold : 40,0 deg. F) 



s 



III 



FROST Station : CAMPO 7 S, 1268 
start yr. - 1970 end yr. - 1S 





1 empersture 


Probabi 1 Sty 


24F or lower 


28F or 1 


ower 


32F or lower 

*- ~-** 


Last freezing temperature 
in spr t og I March- June 












1 year ,n 10 later tSan 


April 12 


Apri 1 


25 


May 


11 


2 year n 10 later t^an 


Apnl 7 


Apr i : 


18 


May 


5 


5 year , n 10 'ster tfian 


March 28 


/ f> r i ' 


5 


Apr! 1 


24 


first fr*e?ing temperature 
in fal 1 ; August-Nuv. 












i yr in 10 ear! f er than 


October 24 


Sep Lember 


23 


September 


18 


2 yr in 10 ear ! ier than 


October 23 


September 


29 


September 


22 


Syr in 10 ear 1 i er than 


November 8 


October 


13 


October 


1 



GROWTH Station : CAMPO 7 S, 1268 
start yr. - 1970 end yr. - 1988 



Daily Minimum Temperature 



Probabi \ ity 


# days > 24F 


# days > 28F 


1 days > 32F 


9 years in 10 


160 


139 


128 


8 years in 10 


174 


152 


136 


5 years in 10 


200 


177 


151 


2 years in 10 


225 


202 


168 


1 year in 10 


239 


215 


173 
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TAPS Station : SPRINGFIELD 7WSW, 7866 
start yr. - 1956 end yr. - 1988 





Temperature 


Precipitation 




! i 


2 years in 10 




!2 yrs in 10! 




! ! 


wi I I have 


avg 


1 will have 1 average 








no. of 








i 1 number of 


Month 


avg I avg ! avg 


max 


min 


grow'n 


avg ! less! more! days with 




dai ly! dai ly 1 


temp . 


temp. 


degree 


! than! than! 0.10 inch 




max ! min ! 


>than 


<than 


days* 


(in.) ! <in.) ! (in.) 1 or more 


January 


46.1! 17.0! 31.6 


72 


-12 


39 


0.37! 0.08! 0.62! 1 


February 


50.5! 21.1! 35.8 


78 


c 
o 


66 


0.48! 0.09! 0.83! 1 


March 


56.9! 26.3! 41.6 


82 


2 


155 


1.01! 0,33! 1.57! 2 


Apri 1 


67.5! 35.6! 51.5 


89 


15 


364 


1.40! 0.46! 2.17! 3 


May 


75.6! 45.1! 60.4 


94 


27 


650 


2.72! 1.36! 3.90! 5 


June 


85.9! 54.7! 70.3 


101 


40 


909 


1.96! 0.64! 3.04! 4 


July 


90.4! 60.4! 75.4 


102 


50 


1096 


2.37! 1.25! 3.36! 5 


August 


88.1! 58.8! 73.5 


100 


47 


1037 


1.97! 0.84! 2.92! 4 


September 


80.8! 50.7! 65.7 


97 


31 


773 


1.06! 0,32! 1.67! 2 


October 


70.5! 39.3! 54.9 


89 


21 


469 


0.87! 0.12! 1.48! 1 


November 


56.2! 27.1! 41.7 


80 


4 


148 


0.70! 0.20! 1.14! 2 


December 


48.2! 20.2! 34,2 


74 


b 


53 


0.39! 0.10! 0.64! 1 














Yearly : 


( _ ( 




















_ __. M 

Average 


__ ( _ t ___. 
68.1! 38.0! 53.0 








, , i 










Extreme 


107! -23! 


104 


-16 








i i i 


Total 


( ( 




" 


5757 


15.30! 6.15121.37! 31 



















i i 1 _ _._ 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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FROST Station : SPRINGFIELD 7WSW, 7866 
start yr. - 1956 end yr. - 1988 







Temperature 




Probabi 1 i ty 


24F or lower 


28F or lower 


32F or Jower 


Last freezing temperature 
in spring : March-June 


__ __ _ ____ 






1 year in 10 latar than 


April 27 


May 6 


May 16 


2 year in 10 later than 


April 22 


May 1 


May 12 


5 year in 10 later than 


April 12 


April 21 


May 5 


First freezing temperature 
In f al 1 : August-Nov. 








1 yr in 10 earl ier than 


October 12 


October 2 


September 21 


2 yr in 10 earl ier than 


October 18 


October 7 


September 27 


5 yr in 10 earlier than 


October 29 


October 18 


October 7 



GROWTH 'Station : SPRINGFIELD 7WSW, 7866 
start yr. - 1956 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 ity 


1 days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


167 


155 


131 


8 years in 10 


174 


162 


139 


5 years in 10 


187 


175 


154 


2 years in 10 


201 


188 


168 


1 year in 10 


208 

-_____ ______ 


194 


176 
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TAPS Station ; WALSH 1 W, 6793 
start yr. - 1951 end yr. - ]988 

' Temperature 



Precrpi tat i on 



1 1 1 
1 1 1 


2 years in 10 




!2 yrs in 10! 


. 


will have 


avg 


! will have ! average 


1 1 

Month avg 1 avg ! avg 


max ! m i n 


grow ' r 


i - - -, number of 
avg ; less; morel days with 


dai 1 y 1 dai 1 y 1 


temp. 


temp. 


degree 


! than; than! 0.10 inch 


max 1 min ! 


>than 


< than 


claya* 


{ j n , ) ! ( i n . ) 1 ( f n. > 1 or more 


January 


45.3; 16.5! 30.9 


75 


-10 


37 


0.32; 0,10; o.se; i 


February 


50.41 20.9! 35.7 


78 


-5 


71 


0.39; 0.031 0.71! 1 


March 


57.7! 28.01 42.9 


83 


4 


173 


1.041 0.41! 1.581 3 


Apr! 1 


67.71 36.8; 52.3 


89 


16 


364 


1.22! 0,47; 1,84; 3 


May 


76.2! 47.0! 61.6 


94 


30 


599 


2.58; 1.12! 3.82! 5 


June 


87.4! 57,0! 72.2 


105 


42 


913 


2.171 0.69; 3.37; 4 


July 


91.91 62.3! 77.1 


104 


50 


1094 


2.95; 0.90! 4.61! 5 


August 


39.1; 60.51 74.8 


101 


48 


1027 


2.07! 0.73; 3.19! 3 


September 


81,41 51.6! 66.5 


98 


31 


760 


1.36! 0.52! 2.181 2 


October 


69.41 38.8! 54.1 


90 


20 


447 


0.351 0.22; 1.52 


2 


November 


55.5! 26.6; 41.0 


81 


3 


137 


O.bl! 0.17; 0.97 


1 


December 


46.9! 19. i; 33.0 


74 


-7 


42 


0.29! 0,13: 0.48 


1 




' 








i i 




Yearly : 


1 ' 








i 




1 ' 








~ i i 
i i 




Average 


68.21 33.3; 53.5 








i i 

i i 










, , 


Extreme 


1031 -25! 


106 


-16 




~ i i 
i i 


- 




i i 


Tntn 1 


1 ' 








i i 

c oq o cci to cc 


31 




1 i 








i i 





*A growing degree day is a unit of heat available for plant growth, 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. H 
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FROST Station : WALSH 1 W, 6793 
start yr. - 1967 end yr, - 1988 





Temperature 


Probabi 1 i ty 


24F or lower 


8F or lower ! 32F or lower 


Last freezing temperature 
in spring : March-June 












1 year in 10 later than 


April 17 


Apr i 1 


30 


May 


9 


2 year rn 10 later than 


April 13 


Apn 1 


26 


May 


5 


5 year in 10 later than 


Apn f 7 


Apri 1 


17 


Apr i 1 


27 


First freezing temperature 
i n f al 1 : Augu&t-Nov. 












1 yr in 10 earlier tnan-- 


October 6 


October 


1 


September 


25 


2 yr in 10 earlier than 


October 13 


October 


6 


September 


9 


5 yr tn 10 earlier than 


October 27 


Ot tober 


16 


October 


3 



GROWTH Station : WALSH 1 W, 8793 
start yr. - 1967 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


ity 


* days ; 24f 


* days / 28F 


# days ; 32F 


9 years 


in 10 


179 


163 


144 


8 years 


in 10 


184 


1&9 


150 


5 years 


in 10 


192 


179 


163 


2 years 


in 10 


201 


190 


175 


1 year 


n 10 


205 


195 


132 
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TAPS Station : JOHN MARTIN DAM, 4338 
start yr. - 1941 end yr. - 1988 





Temp 


er ature 








Precipitation 




; ; 


2 years 


in 10 






2 yrs in 10! 




1 


wi 1 1 


have 


avg 

f 




will have 1 average 


Month 


avg 1 avg i avg 


max 


mi n 


no. ot 
grow' n 


avg 


1 ess! more 1 days wi th 




dai 1 y ; dai ly ! 


temp. 


temp . 


degree 




than! than! 0.10 inch 




max ; min ! 


Hhan 


>.'than 


days* 


(in.) 


( i n.) ! ( i n. > I or more 


January 


44.7! 14.61 29.7 


73 


-19 


22 


0.23 


0.061 0.40; 


February 


50.8! 20.3! 35.5 


77 


-7 


59 


0.22 


o.os; 0.43; o 


March 


58.3! 26.71 42.5 


34 


1 


173 


0.57 


0.13; 1.03! 1 


Apn 1 


69.5! 38.0! 53.8 


91 


19 


417 


1.06 


0.34! 1.74! 2 


May 


78.2! 47.6! 62.9 


97 


30 


701 


2.04 


0.79! 3.17! 4 


June 


88.81 57.3! 73.0 


104 


42 


959 


1.57 


0.52! 2.49; 3 


July 


94.41 62.9; 78.6 


106 


50 


1153 


1.87 


0.851 e.74! 4 


August 


91,8! bO.81 76.3 


103 


48 


1123 


1.82 


0.58: 2.83! 3 


September 


84.21 51.2; 67.7 


100 


31 


816 


0.90 


0.22; 1.551 2 


October 


72.91 38.4! 55.7 


93 


21 


476 


0.77 


0.15; 1.35; 2 


November 


56.31 25.2; 41.0 


30 


2 


124 


0.39 


0.071 o.7i; i 


Oecembe r 


46.9! 17.71 32.3 


72 


-10 


26 


0.29 


0.09; 0.581 














, , 




" - , , 










, 1 


Yearly : 








_ 




, 1 




i I 










, 


Average 


69,8. 38.4, 54. 1 










, 




' 










, , _ 


Extreme 


HOI -27! 


106 


-1.0 






, 1 




1 






6055 


11.72 


7.00114.40: 22 


i ota I 


1 ' 


i 











*A growing degree day is a unit of heat available for plant growth. 
It can ba calculated by adding the maximum and minumum daily temperatures 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops .n the area (Threshold : 40.0 deg. M 
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FROST Station : JOHN MARTIN DAM, 4388 
start yr. - J941 end yr. - 1988 





Temperature 


Probab i 1 i ty 


24F or lower 


28F or lower 


32F or lower 

. 


Last freezing temperature 
in spring : March-June 










1 year in 10 later than 


April 20 


Apri ! 


29 


May 14 


2 year in 10 later than 


April 14 


Apn 1 


24 


May 9 


5 /ear in 10 later than 


April 4 


Apri 1 


13 


Apri! 29 


First freezing temperature 
m f al 1 : August-Nov, 










1 yr in 10 earl ier than 


October 17 


October 


9 


September 22 


2 yr in 10 earlier than 


October 22 


October 


13 


September 27 


5 yr fn 10 earlier than 


October 31 


October 


21 


October 8 



GROWTH Station : JOHN MARTIN DAM, 4388 
start yr. - 1941 end yr. - 1988 



Daily Minimum Temperature 



Probab i 


lity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


178 


165 


136 


8 years 


m 10 


184 


172 


144 


5 years 


in 10 


196 


185 


161 


2 years 


in 10 


208 


197 


177 


1 year 


in 10 


214 


204 


185 
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TAPS Station : LAS ANIMA3, 4834 
start yr. - 1930 end yr. - 1988 





Temperature 


Prec i pi tat i on 






i 


2 years in 10 




12 yrs in 10! 






! 


wi 1 1 have 


avg 


I wi 1 1 have ! average 






i 




no. of 


i , , - 




> 




i- -- - i number or 


Month 


avg 


avg 1 avg 


max 


mi n 


grow' n 


avg 1 less! more! days with 




daily 


dai 1 y ! 


temp. 


temp . 


degree 


! than! than! 0.10 inch 




max 


mi n ! 


>than 


< than 


days* 


( \ n. > 1 ( in. } ! ( i n. ) ! or more 


January 


46.0 


13.1! 23.6 


72 


-17 


21 


0.36! 0,12! 0.67! 1 


February 


52.8 


18.71 35.7 


78 


-8 


51 


0.351 0,091 0.61! 1 


March 


61.5 


25.2! 43.4 


84 


-1 


183 


0,66! 0.23! 1.08! 2 


Apri 1 


72,2 


35,9! 54.1 


93 


15 


429 


1.09; 0.33! 1.73! 2 


May 


81.4 


46.41 63.9 


99 


29 


744 


2.02! 0.96! 3.00! 4 


June 


91.7 


56.2! 73.9 


107 


40 


998 


1.56! 0.581 2.531 3 


July 


96.6 


62.0! 79.3 


108 


49 


1220 


1.951 0.781 2.94! 4 


August 


94.1 


59.5! 76.8 


106 


47 


1133 


1.66! 0.60! 2.53! 3 


September 


86.4 


50.0! 68.2 


101 


31 


858 


1.02! 0.28! 1.73! 2 


October 


74.7 


36,8! 55.8 


93 


19 


487 


0.74! 0.19! 1.40! 1 


November 


58.4 


23.21 40.8 


81 


_ i 


114 


0.44! 0.14! 0.76! i 


December 


48.9 


16.0! 32.4 


73 


-9 


25 


0.32! 0.13! 0.57! 1 






i 








i i i 






1 








1 ! ~" 1 


Yearly : 




I 








1 1 1 




1 














i 








1 1 1 


Average 


72.1 


36.91 54.5 








1 1 1 















i 








1 1 1 


Extreme 


114 


i 


109 


-19 




f 1 1 
1 1 1 




I - I 1 






i 








1 1 > 


Total 




i 






6264 


12.18! 8.21114.78! 25 




i 










i 








i __ j _ i 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : LAS ANIMAS, 4834 
start yr. - 1930 end yr, - 1988 







Temperature 




Prohab i 1 i ty 


24F or lower 


28F or fower 


32F or lowei 


Last freezing temperature 
in spring I March-June 




~" ~* *"" ~~ ~* "" ~" 




1 year in 10 later than 


April 23 


May 1 


Hay If 


2 year i n 10 1 ater than 


April 19 


April 26 


May 11 


5 year in 10 later than 


April 10 


April 17 


May J 


First freezing temperature 
i n f al 1 ; Augost-Nov. 








1 yr in 10 earlier than 


October 3 


October 1 


September 21 


2 yr in 10 earlier than--- 


October 14 


October 6 


September 26 


5 yr in 10 earlier than 


October 22 


October 15 


October 5 



GROWTH Station j LAS ANIMAS, 4834 
start yr. - 1930 end yr. - 1983 



Daily Minimum Temperature 



Probab it 


ity 


# days > 24F 


# days f 20f 


* days > 32F 


9 years 


in 10 


163 


157 


132 


8 years 


in 10 


174 


163 


140 


5 years 


in 10 


185 


174 


156 


2 years 


in 10 


196 


185 


172 


1 year 


n 10 


202 


191 


180 



III - 10 



TAPS Station : BIOJA VISTA, 1071 
start yr. - 134& end yr. - 1988 





Temperature 


Prec i p i tat i on 




! ; 


2 year 1 ; in 10 






2 yrs in 10! 




! ! 


wi 1 1 have 


avg 




wi 1 1 have ! average 




i i 




no, of 




p . 


1 i 






Month 


avg 1 avg ! avg 


max 


m i n 


grow' n 


avcj 


UssI morel days with 




dat ly Idai 1 y ; 


temp . 


temp . 


degree 




than! than! 0.10 inch 




max ! mm ! 


/than 


< than 


days-* 


(in.) 


( i n .) ! ( i n . ) ! or more 


January 


40.5! 11. O; 25.7 


58 


-18 


3 


0.38 


0.15! 0.74! 1 


February 


43.1! 13.9: 28.5 


Gl 


-16 


6 


0.41 


0.09! 0.75! 1 


March 


47.91 19.3! 33.6 


6G 


-4 


25 


0.65 


0.25! 0.99! 2 


Aprif 


56.5! ?6.0! 41.2 


73 


5 


103 


0.76 


0.25! 1.26; 2 


May 


65.9! 34.2! 50.1 


80 


19 


313 


1.07 


0.38! 1.70! 3 


June 


76.9: 41.7! 59.3 


90 


30 


553 


0.64 


0,19! t.ll! 2 


July 


81.7: 47. S! 64.6 


93 


39 


762 


1,61 


0.76! 2.35! 4 


August 


78.7! 45.7: 62.2 


89 


36 


681 


2.04 


0.82! 3.06! 5 


September 


73.1! 38.1! 55.6 


86 


23 


446 


0,92 


0.27; 1.49! 2 


October 


63.5! 29.0! 46.2 


78 


11 


215 


0.85 


0.20! 1.44: i 


November 


49.4: 19.3! 34.3 


67 


-7 


34 


0.54 


0.16! 0.88! 1 


December 


41.3! 12.0; 26.6 


58 


-15 


4 


0.47 


0.15: 0.75! 1 




, j 












Yearly : 


( , 












< 1 












Average 


59.9! 28.2! 44.0 




















1 ' 


Extreme 


95! -32! 


92 


-23 






, , 










, , 










i > 


Total 


; : 


- - 




3151 


10.35 


4.86112.%: 25 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg, F) 
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FROST Station : BUENA VISTA, 1071 
start yr. - 1948 end yr. - 1988 





Temperature 


Probab i 1 i ty 


24F or lower 


28F or lower 


32F or 1 ower 


Last freezing temperature 
in spring ; March-June 










1 year in 10 later than 


May 14 


May 29 


June 


IS 


2 year in 10 later than 


May 9 


May 25 


June 


11 


5 year in 10 later than 


April 30 


May 17 


June 


2 


First freezing temperature 
in fal 1 : August-Nov, 










1 yr in 10 earlier than 


September 19 


Septetnbe r 10 


September 


4 


2 yr in 10 earl ier than 


September 25 


September 15 


September 


9 


5 yr in 10 earl ier than 


October & 


September 25 


September 


17 



GROWTH Station : BUENA VISTA, 1071 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probab i 1 ity 


# days > 24F 


* days > 28F 


# days > 32F 


9 years in 10 


123 


106 


88 


8 years in 10 


130 


112 


93 


5 years in 10 


145 


124 


104 


2 years in 10 


160 


135 


114 


1 year in 10 


168 


142 


120 
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TAPS Station : SALIDA 3W, 7371 
start yr. - 1971 end yr. - 1984 





Temperature 


Precip i tat i on 




! 




2 years in 10 




!2 yrs in 10! 




! 




will have 


avg 


1 w i 1 1 have ! average 




i 






no . of 


1 i i P* 


1 






i - i number ol 


Month 


avg ! avg 


avg 


max 


min 


grow ' n 


avg ! less! more! days with 




dai 1 y ! dai 1 y 




temp. 


temp. 


degree 


! than! than! 0.10 inch 




max I min 




>than 


<than 


days*- 


< i n.) ! ( i n.) ! ( i n. > ! or more 


January 


38.8! 14.3 


26.6 


57 


-19 


6 


0.23! 0.09! 0.36! 


February 


43.6! 17.0 


30.3 


62 


-14 


12 


0.19! 0.08! 0.48! 


March 


48.6! 22.6 


35.6 


67 


-2 


41 


0.59! 0.33; 1.21! 1 


Apri 1 


57.8! 28.1 


42.9 


75 


4 


149 


0.571 0.13! 1.13! 1 


May 


67.2! 36.2 


51.7 


83 


20 


359 


0.60! 0.20! 0.93! 1 


June 


79.7! 44.1 


61.9 


93 


28 


648 


0.41! 0.20! 0,67! 1 


Ju 1 y 


83.3! 49.0 


66.1 


94 


37 


796 


1.31! 0.38! 2.07; 4 


August 


80.2! 47.2 


63.7 


93 


37 


728 


0.87! 0.48! 1,221 2 


September 


73.9! 40.5 


57.2 


87 


22 


512 


0.64! 0.26! 1.07! 1 


October 


62.7! 31.2 


46.9 


80 


9 


243 


1.12; U.32! 1.76! 2 


November 


48.0! 20.8 


34.4 


70 


-9 


52 


0.37! 0.11! 0.64! 1 


December 


41.31 16.6 


29.0 


59 


-13 


11 


0.421 0.10! 0.91! 1 




, 










' ' ' 




i 










i i i 


Yearly : 


i 










i i i 


, 










i i t 


Average 


60.4! 30.6 


45.5 








~ i i i 
i i i 








i i i 


Extreme 


98! -31 





97 


-24 




i i ~ i 




11 i 




i 










i i i 


Total 


i 








3556 


7.32! 1.86! 9.74! 15 











*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. P> 
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FROST Station : 5ALIDA 3W, 737] 
start yr. - 1971 eno yr. - 1984 







Temperature 




Probab i 1 i ty 


24F or lower 


28F or 1 ower 


32F or lower 


Last freezing temperature 
in spring : March-June 







_, 


1 year in 10 later than-- 


May 13 


June 10 


June 19 


2 year in 10 later than 


May 8 


June 4 


June 15 


5 year in 10 later than 


April 30 


May 23 


June 8 


First freezing temperature 
in f al 1 ; August-Nov. 








1 yr in 10 earlier than 


September 27 


September 19 


September 15 


2 yr in 10 earlier than 


October 2 


September 22 


September 18 


5 yr in 10 earlier than 


October 11 


September 28 


September 24 



GROWTH Station ; SALIDA 3W, 7371 
start yr. - 1971 end yr. - 1984 



Daily Minimum Temperature 



Probabil 


.ty 


* days t 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


120 


107 


88 


8 years 


in 10 


130 


113 


92 


5 years 


in 10 


147 


125 


101 


2 years 


in 10 


164 


136 


109 


1 year 


n 10 


173 


142 


113 
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TAPS Station : CHEYENNE WELLS, 1564 
start yr. - 1918 end yr. - 1988 





Temperature 


Prec i p i tat i on 




: 




2 years in 10 




12 yrs in 10! 




, 




will have 


avg 


! will have ! average 


Month 


avg I avg 


avg 


max 


mi n 


grow'n 


i i number of 
avg 1 less! more! days with 




da i 1 y ! da i 1 y 




temp . 


temp. 


degree 


1 than! than! 0.10 inch 




max ! mm 




>than 


< than 


days* 


( i n . ) 1 ( i n .) 1 hn ,) 1 or more 


January 


43.1! 14.7 


28.9 


69 


-13 


19 


0.28: 0.09! 0.56! 


r ebruary 


47.8! 18,4 


33.1 


74 


-9 


42 


0.351 0.09! 0.67! 1 


larch 


54.6! 24.1 


39.4 


81 


-2 


119 


0.80! 0.221 1.26! 2 


^pr i 1 


65.61 34.1 


49.8 


87 


9 


312 


1,31! 0.46! 2,09! 3 


^ay 


74.7! 44.5 


59.6 


94 


28 


605 


2.50; 1.351 3.651 5 


June 


85.2! 53.9 


63.6 


102 


37 


875 


2.37! 0,97! 3.55! 4 


July 


91.5! 59.6 


75.5 


104 


47 


1129 


2.491 1,19! 3.60! 5 


August 


89.61 58.1 


73.9 


102 


45 


1027 


2.21! 0.83! 3.36! 3 


September 


81.2: 49.0 


65.1 


98 


29 


762 


1.36: 0.371 2,231 2 


October 


70.0! 37.5 


53.7 


90 


18 


431 


0,921 0.20! 1.75; 1 


Movember 


54.3! 24.5 


39.4 


78 


2 


107 


0.43! 0.15! 0,77! 1 


December 


44.61 17.1 


30.8 


71 


-11 


26 


0.30! 0.12! 0.551 1 




t 










i i i 


Yearly : 


1 












1 












Average 


66.81 36.3 


51.6 



















Extreme 


109! -31 


~~ *" 


105 


-17 




1 1 6 






Total 


I ^ 

I 




_ -, 




5455 


15.31MO. 03119. 101 28 


I 










J 










' i 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : CHEYENNE WELLS, 1564 
start yr. - 1918 end yr. - 1988 







Temperature 




Probabi 1 \iy 


24F or 1 ower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 




n -*. 




1 year in 10 later than 


April 28 


May 10 


May 22 


2 year in 10 later than 


April 23 


May 5 


May 16 


5 year in 10 later than 


April 14 


April 25 


May 6 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 earl ier than 


October 8 


October 1 


September 18 


2 yr in 10 earlier than 


October 14 


October 6 


September 23 


5 yr in 10 earl ier than-- 


October 25 


October 16 


October 2 



GROWTH Station : CHEYENNE WELLS, 1564 
start yr. - 1918 end yr, - 1988 



Daily Minimum Temperature 



Probabi 1 i ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


161 


148 


124 


8 years in 10 


168 


154 


132 


5 years in 10 


180 


165 


145 


2 years in 10 


193 


176 


159 


1 year in 10 


199 


182 


167 
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TAPS Station : KIT CARSON 63, 4603 
start yr. - 1948 end yr. - 1988 





Temperature 


Precipi tatton 






; 


2 years in 10 




!2 yrs in 101 






1 


wi 1 1 have 


avg 


! will have ! average 


Month 


avg 


avg ! avg 


max 


m i n 


grow ' n. 


, , number or 

avg ! less! more! days with 




d a i 1 y 


da i 1 y 1 


temp . 


temp. 


degree 


! than! than! 0.10 inch 




max 


mi n ! 


>than 


<than 


days* 


( i n. ) ! ( i n , ) M i n . ) ! or morp 


January 


43.5 


11.0! 27.2 


71 


-17 


13 


0.25! 0.16! 0,501 


r ebruary 


49.0 


16.4! 32.7 


76 


-11 


34 


0.27! 0.08! 0.51! 


larch 


55.6 


22,7! 39.1 


83 


-2 


111 


0.67! 0.22! 1.151 1 


ftpn 1 


66.3 


32,9! 49.6 


88 


13 


301 


0.98! 0.36! 1.58! 2 


May 


75.8 


43.6! 59.7 


96 


27 


584 


2.30! 1.27! 3.21; 4 


June 


86.8 


53.4! 70.1 


104 


37 


864 


1.91! 0.63! 3.05! 3 


July 


92.4 


59.3! 75.8 


105 


47 


1059 


2.30; 1.18! 3.28! 5 


August 


90.2 


56.8! 73.5 


103 


44 


1000 


2.06! 0.77! 3.13! 4 


September 


81.8 


47.4! 64.6 


100 


28 


723 


1.19! 0,41! 1.89! 2 


October 


70.8 


34.5! 52.7 


91 


17 


396 


0,78! 0.20! 1,36! 1 


November 


54.7 


22.0! 38.4 


79 


-2 


87 


0,49! 0.17! 0,87! 1 


)ecember 


45.9 


13.8! 29.8 


73 


-12 


16 


0.27! 0.07! 0.56! 










" 




i i i 


Yearly : 












i i 




1 








i i i 






i 








i i i 


Average 


67.7 


34.5! 51.1 








i > ' ~" i ~ 








~ i t i 






I 








i i i 






1 








i i ** i 


Extreme 


109 


-30! 


108 


-21 




i i i 




< i i 






i 








i i i 


Total 




, 






5187 


13.46! 6.13M7.18! 23 




' 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : KIT CARSON 65, 4603 
start yr. - 1948 end yr. - 1988 







Temperature 




Probab i 1 i ty 


24F or lower 


28F or lower 


32F or fewer 


Last freezing temperature 
in spring : March-June 


"" " ** -_.< , 






1 year in 10 1 ater than 


April 28 


May 9 


May 22 


2 year in 10 later than 


April 23 


May 4 


May 18 


5 year in 10 later than 


Apri 1 14 


April 25 


May 9 


First freezing temperature 
i n f a M : August-Nov . 








] yr in 10 earl i er than 


October 3 


September 24 


September 16 


2 yr in 10 earfier than 


October 3 


September 29 


September 2t 


5 yr in 10 ear 1 ier than 


October 20 


October 10 


October 1 



GROWTH Station : KIT CARSON 65, 4603 
start yr. - 194S end yr. - 1938 



Daily Minimum Temperature 



Probabi 


lity 


# days / 24F 


# days > 28F 


# days ' 32F 


9 years 


in 10 


157 


142 


121 


8 years 


in 10 


163 


148 


128 


5 years 


in 10 


174 


160 


141 


2 years 


in 10 


185 


172 


154 


1 year 


in 10 

*- '. * __*_ _ ,__ 


190 


178 


161 
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TAPS Station : ORDWAY 21N, 6136 
start yr. - 1980 end yr. - 1388 





Temperature 


Prec i p i tat i on 










2 years in 10 




12 yrs in 10! 










wilt have 


avg 


! will have 1 ave rage 












no. of 


* 1 L J* 1 










- - i number ot 


Month 


avg 


avy 


avg 


max 


min 


grow' n 


avg ! less! more! days with 




daily 


dai ly 




temp . 


temp . 


degree 


! than! than! 0.10 inch 




max 


mi n 




>than 


< than 


days* 


( i n . > ! ( i n . ) ! ( i n ,) ! or more 


January 


43.7 


13.4 


28.5 


72 


-18 


19 


0.23! 0.031 0.37! 1 


February 


46.7 


16.9 


31.6 


74 


-19 


44 


0.32! 0.06! 0.53! 1 


March 


55.1 


25.6 


40.4 


80 


9 


112 


0.95! 0.37! 1.44! 2 


Apri 1 


65.9 


33.9 


49.9 


87 


12 


326 


1.04! 0.31! 1.64! 2 


Hay 


73.8 


43.9 


58.8 


91 


26 


585 


2.12! 0.79! 3.23] 5 


June 


85.4 


53.1 


69. 2 


102 


36 


825 


0.95! 0.33! 1.47! 3 


July 


92.7 


59.2 


76.0 


103 


48 


1115 


2.23! 0.46! 3.60! 4 


August 


89.4 


57.4 


73.4 


103 


47 


1036 


1.25! 0.43! 1.88! 3 


September 


80.7 


47.2 


64.0 


98 


24 


724 


0.86! 0.51! 1.16! 1 


October 


67.0 


34.2 


50.6 


87 


18 


341 


0.62! 0.16! 0.98! 1 


November 


53.3 


21.8 


37.8 


81 


3 


99 


0.24! 0.11! 0.41! 


December 


42.9 


13.7 


28.3 


82 


-14 


24 


0.30! 0.09! 0.54! 1 
















i i i 


Yearly : 














i i i 














i t 


Average 


66. -1 


35.0 


50.7 









.__ ; _.;._ ..._ 


Extreme 


104 


-30 





105 


-27 




i i * 




i i r ~ 
















i > i 
















ill" 


Total 













*""*" 


5251 


11.10! 3.91113.79! 24 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : ORDNAY 21N, 6136 
start yr. - 1980 end yr. - 1988 



w_ 




Temperature 




Probab i 1 1 ty 


24F or lower 

_ _- - , ~,_ w - 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


April 26 


May 12 


May 16 


2 year in 10 later than 


April 22 


May 5 


May 12 


5 year in 10 later than 


April 14 


April 22 


Hay 4 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 earl rer than 


September 19 


September 19 


September 10 


2 yr in 10 earl ier than 


September 24 


September 24 


September 22 


5 yr in 10 earlier than 


October 5 


October 2 


October i 



GROWTH Station : ORDWAY 21N, 6136 
start yr. - 1980 end yr. - 1988 



Daily Minimum Temperature 



Probab i 


lity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


164 


146 


129 


8 years 


in 10 


169 


154 


136 


5 years 


in 10 


178 


169 


149 


2 years 


in 10 


188 


183 


163 


I year 


in 10 


193 


191 


170 
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PS Station : OROWAY 2ENE, 6131 
art yr. - 1939 end yr. - 1987 





Temperature 


Precip i tation 






! 


2 years in 10 






2 yrs in 10! 






! 


will have 


avg 




will have ! ave rage 






i 




no. of 




i i f 




1 






Month 


avg 


avg ! avg 


max 


m i n 


grow' n 


avg 


less! more! days with 




da i 1 y 


dai 1 y ! 


temp. 


temp. 


degree 




than ! than! 0.10 i nch 




max 


mi n ! 


>than 


<than 


days* 


(in.) 


( i n. ) ! ( in. ) ! or more 


nuary 


48.3 


13.6! 30.3 


74 


-16 


L. 


0,37 


o.n: 0.59; i 


sruary 


50.2 


16.6! 33.4 


77 


-18 


1 


0.28 


0.07; 0.54! 1 


rch 


59.1 


24.1! 41.6 


81 


-0 


18 


0.68 


0,24! 1.05! 2 


ril 


70.3 


32.5! 51.4 


89 


12 


53 


1.12 


0.311 1.81! 2 


i 


77.6 


43.9! 60.8 


95 


25 


82 


1.72 


0.70! 2.59! 3 


ne 


83.3 


53.0! 70.7 


103 


36 


111 


1.24 


0.46! 1.99! 3 


ly 


94.4 


53.7! 76.6 


104 


39 


88 


1.93 


0.87! 2.84! 3 


gust 


91.9 


58.3! 75.1 


102 


49 


117 


1.55 


0.60! 2,35! 3 


ptember 


84.2 


48.6! 66.4 


99 


24 


104 


1.00 


0.28! 1,70! 1 


tober 


70.4 


34.3! 52.4 


93 


17 


49 


0.67 


0.16: 1.24! 1 


vember 


56.5 


22.6! 39.6 


80 


1 


15 


0.38 


0.09! 0.66! 1 


camber 


46.2 


15.7! 30.9 


78 


-17 


4 


0.32 


0.12! 0.57! 1 






1 












"* ~ - 




~" > | 












ar ly : 




















i 













Average 


69.8 


35.2! 52.5 






































Extreme 


105 


-24! 


105 


-21 






, 








Total 




i 






649 


11.27 


6.84! 6.84! 22 




' 







*A growing degree day is a unit of heat available for plant growth. 
; can be calculated by adding the maximum and minumum daily temperatures, 
viding the sum by 2, and subtracting the temperature below which growth 
; minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : ORDWAY 2ENE, 6131 
start yr. - 1981 end yr. - 1987 







Temperature 




Probabi 1 i ty 


24F or lower 


28F or lower 

_ 

"* 


32F or lower 


Last freezing temperature 
in spring ; March-June 








1 year in 10 later than 


April 28 


May 21 


June 2 


2 year in 10 later than 


April 24 


May 14 


May 29 


5 year in 10 later than 


April 17 


May 1 


May 19 


First freezing temperature 
m fal 1 : August-Nov. 








1 yr in 10 earl ler than 


September 22 


September 20 


September 20 


2 yr in 10 earl ler than 


September 29 


September 25 


September 24 


5 yr in 10 earl ler than 


October 12 


October 5 


Oc-tober 3 



GROWTH Station : ORDWAY 2ENE, 6131 
start yr. - 1981 end yr, - 1987 



Daily Minimum Temperature 



Probabi 1 ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


151 


122 


108 


8 years in 10 


157 


132 


116 


5 years in 10 


169 


153 


132 


2 years in 10 


180 


173 


147 


1 year in 10 

~*"~~"""~"~"~ - ~*-'~ -~-" ---. ^._ i- ^. 


186 


184 


156 
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APS Station : WESTCLIFFE, 8931 
tart yr, - 1948 end yr. - 1988 





Temperature 


Prec i pi tat i on 




; ; 


2 years in 10 




12 yrs in 10! 




1 ! 


will have 


avg 


! will have ! average 




> i 




no. of 


i 


I number of 


i i 




1 


Month 


avg ! avg 1 avg 


max 


mi n 


grow ' n 


avg ! less! more! days with 




dac 1 y ! dai 1 y ! 


temp. 


temp. 


degree 


1 than: than! 0.10 inch 




max ! mi n ! 


>than 


<than 


days* 


< i n. ) 1 ( in. ) \ (in.) 1 or more 


lanuary 


39.41 6.2! 22.8 


58 


-28 


2 


0.48! 0.19! 0,73! 1 


ebruary 


42.41 9.3! 25.8 


62 


-25 


5 


0.55! 0.18! 0.85! 1 


larch 


47.1! 16.41 31.7 


66 


-16 


20 


1.11! 0.57! 1.65! 3 


tpn t 


56.3; 24.6! 40,5 


73 


-5 


103 


1.27! 0.46! 1.94! 3 


lay 


65.7! 32.6! 49.2 


80 


13 


283 


1.67! 0.60! 2.55; 4 


lune 


76.5! 39.81 58.1 


89 


25 


524 


1.01! 0.34! 1,56! 3 


July 


81.4! 44.6! 63.0 


91 


34 


668 


2.23! 1.18! 3.24! 6 


August 


78.9! 43.2! 61.1 


68 


32 


612 


2.49! 1.09! 3.69 


6 


September 


72.7! 35.7! 54.2 


85 


17 


382 


1.09! 0.40! 1,66 


2 


)ctober 


62.7! 25.4! 44.0 


78 





164 


1.10! 0,35! 1.76 


2 


November 


49.1! 15.2! 32.1 


71 


-18 


24 


0.82; 0.22! 1.34 


2 


)ecember 


41.5! 7.7! 24.6 


61 


-25 


5 


0.65! 0.21! 1.08 


2 


~ 


1 ' 








i 




Nearly : 


1 ' 








, , 




( , 









1 ' 




Average 


59.5! 25.1! 42.3 








, , 


_ _ 








1 ' 


Extreme 


i ~ i 
94! -45! 


91 


-34 




i ' 






1 ' 


Total 


i > 






2732 


14.53! 8.77118. 41 


35 


1 







*A growing degree day is a unit of heat availabEe for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by C, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40,0 deg. F> 
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FROST Station : WESTCLIFFE, 8931 
start yr. - 1948 end yr. - 1988 







Temperature 




Probabi 1 ity 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 









1 year in 10 later than-- 


June 4 


June 16 


June 22 


2 year in 10 later than 


May 29 


June 11 


June 19 


5 year in 10 later than 


May 19 


June 2 


June 11 


First freezing temperature 
in fal t : August-Nov, 








1 yr i n 10 earl ier than 


September 12 


August 30 


August 22 


2 yr in 10 ear! ier than 


September 16 


September 4 


August 27 


5 yr in 10 earl ier than 


September 25 


September 14 


September 4 



GROWTH Station ; WESTCLIFFE, 8931 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi J ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


90 


75 


57 


8 years in 10 


97 


81 


64 


5 years in 10 


110 


92 


77 


2 years in 10 


123 


103 


90 


1 year in 10 


130 


109 


97 
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TAPS Station : COLORADO SPRGS WSO AP, 1778 
start yr, - 1948 end yr. - 1988 





Temperature 


Precipitation 




i 




| 


!2 


years in 10 




i 


2 yrs 


in 10! 






i 




J 


1 


wi 1 ! have 


svg 


1 


will 


nave 1 


average 




i 




\ 


i 




no. of 


! 




* 


number of 


i 




> 


i 






I 


Month 


avg ! 


avg 


1 


avg ! 


max 


m i n 


grow'n 


avg i 


less! 


more I 


days with 




da t 1 y I 


dai I 


yl 


! 


temp. 


temp. 


degree 


! 


than! 


than! 


0.10 inch 




max ! 


in i n 


i 
i 


r 
i 


>than 


<than 


days* 


(in.)! 


(in.)! 


(in.)! 


or more 


January 


42.0! 


15. 


91 


29.01 


67 


-14 


23 


0.30,' 


0.11! 


0,48! 





February 


45.3! 


19. 


3! 


32.3! 


69 


-8 


35 


0.331 


0.11! 


0.52! 





March 


49.3! 


23. 


7! 


36.51 


74 


-1 


75 


0.861 


0.35! 


1,29! 


2 


Apri i 


59.3! 


32. 


5! 


45.9! 


80 


12 


228 


1.24! 


0.361 


1.95! 


3 


Hay 


68.41 


42. 


ii 


55.31 


87 


26 


477 


2.30! 


1.01! 


3.391 


5 


June 


79.3! 


51. 


?! 


65.2! 


95 


37 


768 


2.14! 


0.83! 


3.231 


4 


July 


84.8 


57. 


01 


70.9! 


97 


47 


958 


2.88! 


1.691 


3.94! 


6 


August 


82.1! 


55. 


3! 


68.7! 


94 


45 


891 


2.80! 


1.Z8! 


4.10! 


5 


September 


74.6 


47. 


2! 


60.9! 


91 


30 


630 


1.25! 


0.4b! 


1.98! 


3 


October 


64.0 


36. 


R! 


50.31 


83 


18 


342 


0.82! 


O.lbl 


1,33! 


2 


November 


50.7 


24 


R! 


37.7! 


74 


-0 


90 


0.48' 


0.14! 


o.aoi 


1 


December 


43.9 


18. 


1! 


31.0! 


69 


-6 


30 


0.36! 


o.u: 


0.57! 


1 




-, , _ , , 






. i 


Ye a r 1 y : 


- 






, . i 


_ , __ , , 










^ 




Average 


62.0 


35 


i 
.3! 


48.6! 












! 















, 




_ 






i - 
















Extreme 


100 


! -27! ! 


98 


-17 







*--v . 


, 




Total 




r ~~ 










4546 


15.75 


9.93 


19.75! 


32 






i 














*A srowing <l9r dV ' "".t of heat available for pi ,nt ro th. 
It oan b. elculat.d by adding the ***^ and ,. da. V t erat.r , 
dividina the sum by 2, and subtracting the temperat ure bet ow wh ic hgr wtt 
is minimal for the principal crops in the area (Threshold . w. 3- 
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FROST Station : COLORADO SPRGS WSQ AP, 1778 
start yr. - 1948 end yr. - 1988 







Temperature 




Probabi 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than-- 


May 1 


May 12 


May 20 


2 year in 10 later than 


April 25 


May 7 


May 15 


5 year in 10 later than 


April 16 


Apri 1 26 


May 6 


First freezing temperature 
in fal 1 : August-Nov. 








1 yr in 10 earl ier than 


October 7 


September 26 


September 20 


2 yr in 10 earl ier than 


October 13 


October 2 


September 25 


5 yr in 10 earlier than 


October 23 


October 14 


October 6 



GROWTH Station : COLORADO SPRGS WSO AP, 1778 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 i ty 


f days > 24F 


# days > 28P 


# days > 32F 


9 years in 10 


159 


147 


128 


8 years in 10 


167 


154 


136 


5 years in 10 


182 


168 


152 


2 years in 10 


196 


182 


167 


1 year in 10 


204 


189 


175 
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TAPS Station : CANON CITY, 1294 
start yr. - 1948 end yr. - 1988 





Temperature 


Free i pi tat ion 




! ; 


2 years in 10! 


!2 yrs in 10! 




1 1 


will have ! avg 


1 will have ! average 








Inc. of 


i , - - 






i - - ~- i number or 


Month 


avg ! avg ! avg 


max 


mm Igrow'n 


avg 1 less! more! days with 




dai ly !dai ly ! 


temp . 


temp. idegree 


! than! than! 0.10 inch 




max ! min ! 


>than 


<than!days* 


(in.)! (in.)! (in.)! or more 


January 


49.6! 21.7! 35.7 


70 


-10 ! 77 


0.42! 0,08! 0,75! 1 


February 


52.7! 24.7! 38.7 


72 


-5 ! 101 


0.40! 0.13! 0.6S! 1 


March 


56.4! 28.6! 42.5 


77 


3 ! 171 


0.92! 0,44! 1.39! 2 


April 


65.1! 37.5! 51.3 


83 


17 ! 370 


1.28! 0.47! 2.09! 2 


Hay 


73.7! 46.0! 59.9 


90 


27 ! 649 


1.77! 0.52! 2.87! 4 


June 


84.01 55.0! 69.5 


98 


37 


875 


1.31! 0.72! 2.10! 3 


July 


89.1! 61.3! 75.2 


100 


49 


1091 


1.76! 0.801 2.58! 4 


August 


86.9! 59.6! 73.2 


97 


46 


1028 


1.82! 0.78! 2,71! 4 


September 


79.8! 50.8! 65.3 


94 


32 


739 


1.00! 0.38! 1.62! 2 


October 


70.3! 41.0! 55.7 


86 


22 


487 


0.83! 0.23! 1.43! 2 


November 


57.5! 30.0! 43.7 


77 


1 


194 


0.66! 0.20! 1.06! 1 


December 


51.0! 24.2! 37.6 


70 


-4 


95 


0.46! 0.20! 0.80! 1 












i i 


Yearly ; 


' ' 








i i 


1 ' 








1 ' 


Average 


68.0! 40.0! 54.0 








~ i i 
i i 






~ 


~* i i 












i i 


Extreme 


107! -24! 


101 


-15 




i i 






Total 


, , 






5876 


12,63! 7,16 15.44! 27 









*A growing degree day 15 a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : CANON CITY, 1294 
start yr, - 1948 end yr. - 1988 







Temperature 




Probabi 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring I March-June 








1 year in 10 laber than 


May 4 


May 14 


May 27 


2 year in 10 later than 


April 25 


May 6 


May 18 


5 year in 10 later than 


April 9 


April 20 


May 2 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 earlier than 


October 21 


October 4 


September 20 


2 yr in 10 earlier than 


October 27 


October 10 


September 27 


5 yr in 10 earlier than 


November 6 


October 22 


October 10 



GROWTH Station : CANON CITY, 1294 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


lity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


--. _ _ 
168 


151 


130 


8 years 


in 10 


178 


161 


140 


5 years 


in 10 


195 


180 


159 


2 years 


in 10 


213 


198 


178 


1 year 


in 10 

_____,, 


222 




208 


187 
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TAPS Station : WALSENBURG, 8781 
start yr. - 1948 end yr. - 1988 





Temperature 


Prec ipi tat i on 




! 




2 years in 10 




12 yrs in 10! 




1 




will have 


avg 


1 will have ! average 




i 






no. of 


I i ~ 








j - i number or 


Month 


avg 1 avg 


avg 


max 1 min 


grow' n 


avg ! less! more! days with 




dal ly!dai ly 




temp. 


temp. 


degree 


! than! than! 0.10 inch 




max 1 min 




>than 


<than 


days* 


< i n.) 1 < i n. ) ! < i n.) 1 or more 


January 


46.4! 20.3 


33.3 


66 


-16 


52 


0.60! 0.20! 0.92! i 


'ebruary 


49.4! 22.3 


35.9 


70 


-11 


67 


0.851 0,27! 1,32! 2 


larch 


54.4! 26.0 


40.2 


74 


-3 


125 


1.43! 0.69! 2.06! 3 


\pri 1 


63.8! 33.3 


48.6 


81 


10 


286 


1.74! 0.69! 2.71! 3 


lay 


72.9! 42.1 


57.5 


88 


25 


542 


2.00! 0.74! 3.05! 3 


June 


33.21 50.5 


66.8 


97 


36 


804 


1.26! 0.441 1.99! 3 


July 


87.2! 56.6 


71.9 


97 


46 


983 


2.121 0.951 3.11! 4 


\ugust 


84.3! 55.1 


69.7 


95 


44 


920 


1.B2! 0.87! 2.65! 4 


September 


78.2! 47.7 


62.9 


91 


29 


688 


0.921 0.40! 1.44! 2 


}ctober 


68,3! 37.7 


53.0 


84 


16 


414 


1.02! 0.27! 1.66! 2 


November 


55.1! 27.7 


41.4 


74 


-3 


146 


0.94! 0,49! 1.38! 2 


December 


47.8! 22.3 


35.1 


68 


-10 


63 


0.77! 0.25! 1.23! 2 




1 










i i i 


Yearly : 


1 










i i 


' 










i i i 


Average 


65.9! 36.8 


51.4 








i i i 








t i i 




1 










r i i 


Extreme 


101! -36 





99 


-22 




i i > 




I I I 




i 










i i i 


Total 


, 








5090 


15.45110.36:18.92! 31 


1 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg, F) 
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FROST Station : WALSENBURG, 8781 
start yr. - 1348 end yr. - 1988 





1 emperature 


Probab i I i ty 


24F or lower 


28F or lower 


32F or lower 


*- -^--- --_ y..^_ * 

Last freezing temperature 
in spring : March-June 










1 year in 10 later than 


April 28 


May 10 


May 


23 


2 year in 10 later than 


April 23 


May 6 


May 


19 


5 year in 10 later than 


April 15 


April 27 


May 


10 


First freezing temperature 
in fal 1 : August-Nov. 










1 yr jn 10 earlier than 


October 8 


September 25 


September 


15 


2 yr in 10 earl ler than 


October 14 


October 1 


September 


20 


5 yr m 10 earlier than 


October 25 


October 12 


October 


1 



GROWTH Station : WALSENBURG, 8781 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 i ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


161 


144 


118 


8 years in 10 


167 


151 


127 


5 years in 10 


178 


163 


143 


2 years in 10 


189 


176 


159 


1 year in 10 


195 


182 


167 
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TAPS Station : EADS, 2446 

start yr. - 1918 end yr. - 1988 





Temperature 


Precipi tati on 




! 




2 years in 10 




12 yrs in 10! 




] 




wi 1 1 have 


avg 


! will have ! average 




i 






no. of 




' ' n.mk n f nf 


\ 




~ ~ 




Month 


avg ! avg 


avg 


max 


mi n 


grow' n 


avg ! less! more! days with 




dai 1 y! dai 1 y 




temp. 


temp. 


degree 


! than! than! 0.10 inch 




max ! min 




>than 


<than 


days* 


(in.) I (in.) ! (in.) ! or more 


January 


43.7! 13.4 


28.6 


69 


-15 


15 


0.30! 0.13! 0.631 


February 


50.0! 18.8 


34.4 


75 


-6 


43 


0.34! 0.10! 0.70! 1 


March 


57.11 25.1 


41.1 


82 


-2 


142 


0.77! 0.22! 1.401 2 


Apr i 1 


67.71 34.8 


51.3 


90 


13 


344 


1.23! 0.38! 2.03! 2 


Hay 


76.81 45.0 


60.9 


96 


27 


616 


2.44! 1.24! 3.55; 4 


June 


87.4! 54.9 


71.1 


104 


38 


874 


2.05! 0.90! 3.15! 4 


July 


92.7! 60.6 


76.7 


105 


49 


1066 


2.45! 1.00! 3.67! 4 


August 


90.61 58.5 


74.6 


103 


46 


1043 


1.91 


0.75! 3.00! 3 


September 


83.0! 49.5 


66.2 


100 


30 


768 


t.19 


0.42! 2.00! 2 


October 


71.3! 36.9 


54.1 


91 


18 


439 


0.92 


0.20! 1.771 2 


November 


55.9! 23.4 


39.7 


80 


1 


101 


0.56 


0.18! 1.04! 1 


December 


46.1! 16.1 


31.1 


72 


-9 


24 


0.34 


0.08; 0.70! 1 
















1 1 
















1 1 _ 


Vearly : 




*~ 










"*" 1 1 

J F _ 


i 




*~ 


_ _ 






















1 1 


Average 


68.5! 36.4 


52.5 










1 1 














i 












1 1 _ 




t ~ 














Extreme 


no; -29 




106 


-18 






1 > 






















1 1 ,. 


Total 










5475 


14.50 


9.20118. 17! 26 


1 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum dai ly temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold l 40.0 deg. F) 
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FROST Station : EADS, 2446 

start yr. - 1918 end yr. - 1988 







Temperature 




Probabi J i ty 


24F or lower 


28F or lower 


32F or lower 

**" -~~+~. 


Last freezing temperature 

in spring : March-June 








1 year in 10 later than 


April 29 


May 9 


May 13 


2 year in 10 later than 


April 23 


May 3 


May 13 


5 year in 10 later than 


April 13 


April 22 


May 4 


First freezing temperature 
in fal 1 : August-Nov. 








1 yr in 10 earlier than 


October 5 


October 1 


September 19 


2 yr in 10 earlier than 


October 12 


October 7 


September 24 


5 yr in 10 earlier than 


October 24 


October 18 


October 5 



GROWTH Station : EADS, 2446 
start yr. - 1918 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


lity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


163 


153 


131 


8 years 


in 10 


171 


160 


139 


5 years 


in 10 


185 


173 


153 


2 years 


in 10 


199 


187 


167 


1 year 


in 10 


206 


194 


175 
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TAPS Station : LEADVILLE 2 SW, 4885 
start yr. - 1976 end yr. - 1988 





Temperature 


Precipi tat i on 






1 


2 years in 10 




!2 yrs in 101 






1 


wi 1 1 have 


avg 

r- 


' ui 1 1 have ! average 


Month 


avg 


avg ! avg 


max 


rnin 


grow'n 


i i number of 
avg ! less! more! days with 




daily 


daily! 


temp. 


temp. 


degree 


! than! than! 0.10 inch 




max 


mi n ! 


>than 


<than 


days* 


( i n, ) ! < i n.) ! (in. ) ! or more 


January 


30.1 


1.3! 15.7 


52 


-23 





0.29! 0.20! 0.48! 1 


February 


32.2 


2.71 17.4 


50 


-26 





1.04! 0.23! 1.68! 2 


March 


36.8 


8.4! 22.6 


56 


-15 





0.97! 0,58! 1,321 3 


Apri 1 


44.1 


16.6! 30.4 


60 


-n 


6 


1.12! 0.65! 1.53! 4 


May 


53. B 


25,9! 39.8 


68 


11 


113 


0.551 0.25! 0.81! 2 


June 


66.4 


32.5! 49.4 


77 


22 


297 


0.80! 0.51! 1.07! 2 


July 


70.6 


37.1! 53.8 


87 


23 


444 


1.691 1.16! 2,17! 5 


August 


68.3 


36.3! 52.3 


78 


26 


418 


1.94! 0.95! 2.80! 5 


September 


60.8 


30.8! 45.8 


75 


16 


202 


1.02! 0.541 1.441 3 


October 


49.9 


21.4! 35.6 


66 


4 


18 


0.53! 0.17! 0,82! 1 


November 


37.3 


10.61 23.9 


57 


-18 


1 


0.97! 0.5GI 1.391 3 


December 


29.7 


3.5! 16.6 


49 


-25 





1.41! 0.18! 2.321 3 






j 








i t i 


Yearly : 




"~ i ~ 








i i i 




1 








~" i " i i 


Average 


48.3 


18.9! 33.6 
















i > 






t 








t i ^ 


Extreme 


82 


I 

-381 




81 


-31 




1 * 




i i i 


Total 




1 


_ _ 




1500 


12.33! 1.52111,45! 34 




1 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : LEADVILLE 2 SW, 4385 
start yr. - 1976 end yr. - 1938 





Temperature 


Probab i 1 i iy 


24F or lower 


28F or 1 


ower 


32F or lower 


Last freezing temperature 
in spring : March-June 












1 year in 10 Jater than-- 


June 11 


June 


26 


June 


30 


2 year in 10 later than 


June 7 


June 


24 


June 


28 


5 year in 10 later than 


May 29 


June 


19 


June 


26 


First freezing temperature 
i n f a 1 1 : August-Nov . 












i yr in 10 earlier than 


September 11 


August 


12 


July 


26 


2 yr in 10 ear! ler than 


September 14 


August 


19 


August 


1 


5 yr in 10 earlier than 


September 21 


August 


31 


August 


12 



GROWTH Station : LEADVlLLC 2 SW, 4885 
start yr. - 1976 end yr. - 1988 



Daily Minimum Temperature 



Probab i 


lity 


# days > 24F 


# days > 28F 


# days '> 32F 


9 years 


in 10 


75 


42 


9 


8 years 


in 10 


79 


47 


17 


5 years 


in 10 


85 


57 


32 


2 years 


in 10 


91 


66 


47 


1 year 


in 10 


95 


71 


55 
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iPS Station : SUGARLOAF RESV. 1 ESE, 8064 
;art yr, - 1948 end yr. - 1988 



Month 


Temperature 


Prec i pi tatlon 








2 years in 10 
will have 


no . of 
grow' n 
degree 
days* 


!2 yrs In 10! 
! will have ! average 


avg 

daily 
max 


avg 
daily 
mi n 


svg 


max 
temp. 
> t h a n 


mi n 
temp, 
(than 


avg ! less! more! days with 
! than! than: 0.10 inch 
(in.) ! (in.) ! ( in.) ! or more 


anuary 
sbruary 

arch 


23.5 
31.3 
35.6 


-1.3 
-0.8 

4.9 


14.1 
15.2 
20.2 


49 
50 
52 


-36 

-34 
-25 








1.G5! 0.64! 2,49! 5 
1.50! 0.71! 2.18! 5 
1.83! 1.09! 2.49; 6 


,f\ \ 


43.0 


15.7 


29.4 


58 


-9 


4 


1.42! 0.80! 1.96! 5 


ay 


53.0 


25.7 


39.3 


68 


7 


65 


1.34; 0.68! 1.92! 4 


jne 


64,5 


33.2 


48.9 


77 


22 


268 


1,00! 0,45! 1.58! 3 


jly 


70.6 


38.5 


54,6 


80 


30 


434 


1,89! 1.12! 2,58! 5 


jgust 
sptember 


68.2 
62.1 
52.3 


37.3 
30.8 

23.1 


52,8 
46.5 
37.7 


78 
75 
67 


27 
16 
5 


392 

214 
41 


1.76! 0.92! 2.50! 5 
1.26! 0.53! 1,881 4 
1.01! 0.57! 1.45! 3 


avamber 


38.1 


11.9 


25.0 


b7 


-IS 


\ 


1.301 0.71! 1.82i 4 


scember 


31.1 


2.5 


16.8 


51 


-29 





1.58! 0.69! 2.35! 5 




~~ 








** 




, , 


early ; 














* ' 














i i i 


Average 


48.3 


18.5 


33.4 








i i i 








it _ 


Extreme 


83 


-55 


M 


81 


-33 







Total 













1419 


17.54! 8.32121.73! 54 











*A growing degree day is a unit of heat available for plant growth. 
t can be calculated by adding the maximum and minumum daily temperatures, 
ividing the sum by 2, and subtracting the temperature below which growth 
s minimal for the principal crops in the area (Threshold : 40.0 deg, F> 
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FROST Station : SUGARLOAF RESV. 1 ESE, 8064 
start yr, - 1948 end yr. - 1988 







lemperature 




Probabi 1 i ty 


24F or lower 


28F or lower 


32F or tower 


Last freezing temperature 
in spring : March-June 








1 year i n 10 later than 


June 14 


June 26 


June 30 


2 year in 10 later than 


June 8 


June 21 


June 27 


5 year in 10 later than 


Hay 29 


June 13 


June 22 


First freezing temperature 
in fal 1 : August-Nov. 








1 yr in 10 earl ier than 


September 4 


August 18 


August 7 


2 yr in 10 earl ier than 


September 3 


August 24 


August 12 


Syr in 10 earl ier than 


September 20 


September 6 


August 2\ 



GROWTH Station : SUGARLQAf RESV. i ESE, 8064 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 ity 


# days > 24F 


# days > 28F 


* days x 32F 


9 years in 10 


67 


48 


14 


8 years in 10 


77 


57 


24 


5 years in 10 


96 


75 


44 


2 years in 10 


115 


93 


64 


1 year in 10 


125 


103 


74 
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TAPS Station : TWIN LAKES RESERVOIR, 8501 
start yr. - 1949 end yr. - 1938 





Temperature 


Prec tpt tat ion 










2 years in 10 




!2 yrs .n 10! 










will have 


avg 


! will have ! average 












no. of 


1 p i r 












Month 


avg 


avg 


avg 


max 


m i n 


grow' n 


avg ! less! more! days with 




daily 


daily 




temp. 


temp . 


degree 


; than! than! 0.10 inch 




max 


m i n 




Hhan 


<than 


days* 


( i n . ) \ ( i n . ) \ ( i n. ) ! or more 


January 


32.3 


1.0 


16.6 


51 


-33 





0.54! 0.10! 0.90! 1 


February 


34.3 


1,1 


17.7 


52 


-30 





0.46! 0.13! 0.76! 1 


March 


38.2 


7,7 


22.3 


56 


-21 





0.6G1 0.20! 0.94! 2 


Apr i 1 


45.6 


16,3 


30.9 


62 


-11 


6 


0,65; 0.29! 0.97! 2 


May 


5S.O 


26.5 


41.3 


69 


7 


56 


0.93! 0.29! 1.451 2 


June 


66.9 


34.4 


50.6 


79 


19 


183 


0.69i 0.21! 1.09; 2 


July 


72.4 


40.8 


56.6 


82 


29 


300 


1.38! 0.56! 2.08i 4 


August 


70.5 


39.6 


55.0 


81 


28 


275 


1.48; 0.66; 2.19; 5 


September 


63.8 


32,4 


48.1 


79 


IS 


145 


0,93! 0.421 1.431 3 


October 


53.2 


23.1 


38.1 


69 


4 


26 


0.671 0.23; 1.06! 2 


November 


40.8 


13,5 


27.2 


60 


-10 


2 


0.42! 0.15; 0.65! 1 


December 


33.7 


5.0 


19.3 


52 


-24 





0.68! 0.18! Hi; 1 






""" 










i i ' 


Yearly : 






























Average 


50.6 


20.1 


~ ~* 

35.4 








1 I ! 








i i 


Extreme 


34 


-40 





33 


-34 




i * i 

i n 


















qq^ 


i i i 

q 44' 1 5^; 1 52! 26 
















1 L * 



*A growing degree day IB a unit of heat available for plant growth, 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops m the area (Threshold : 40,0 deg. F) 
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FROST Station : THIN LAKES RESERVOIR, 3501 
start yr. - 1967 end yr. - 1988 







Temperature 




Probabi 1 ity 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


June 26 


July 1 


July 1 


2 year in 10 later than 


June 21 


June 28 


June 29 


5 year in 10 later than 


June 10 


June 21 


June 25 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 earlier than 


August 24 


August 7 


July 24 


2 yr in 10 earlier than 


August 31 


August 15 


July 31 


5 yr in 10 earlier than 


September 15 


August 30 


August 14 



GROWTH Station : TWIN LAKES RESERVOIR, 3501 
start yr. - 1967 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 i ty 


# days > 24F 


# days / 2SF 


# days > 32F 


9 years in 10 


36 


21 


3 


8 years in 10 


49 


34 


11 


5 years in 10 


75 


58 


36 


2 years in 10 


100 


81 


62 


1 year in 10 


113 


94 


75 
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TAPS Station : BRANSON, 0898 
start yr. - 1948 end yr. - 1974 





Temperature 


Prec i pi tat ion 






i 


2 years in tO 




12 yrs in 10 








i 
i 


will have 


avg 

^ 


' will have 


average 


Month 


avg 


avg 1 avg 


max mm 


grow' n 


avg ! less! more 


days with 




dai ly 


daily! 


temp. temp. 


degree 


! than! than 


0,10 inch 




max 


mm ! 


>than <than 


days* 


( i n . > ! ( i n . ) I < i n . ) 


or more 


January 


45.9 


21.01 33.5 


&G -11 


45 


0.38! 0.15! 0.64 


1 


February 


47.7 


2.1! 34.9 


70 -3 


51 


0.65! 0.19! 1.19 


1 


March 


52.8 


25.4! 39.1 


76 -2 


112 


0.81! 0.44! 1.21 


2 


Apri 1 


63.8 


35. S! 49.7 


82 13 


300 


1.3K 0.51! 2.22! 3 


Hay 


72.3 


44.9; 58.6 


90 25 


526 


2.2i: 1.19! 3.111 5 


June 


82,7 


54.2 


68.5 


96 


37 


779 


1,30: 0.561 1.92; 3 


July 


36.9 


59.3 


73.1 


99 


45 


923 


2,821 1.371 4.07! 6 


August 


84.7 


58.2 


71,5 


95 


46 


837 


2.71! 1,33! 3.90! 5 


September 


78.8 


51.0 


64.9 


92 


31 


625 


1.07! 0.19! 1.83! 2 


October 


67.6 


40.3 


53,9 


84 


16 


395 


0.37; 0,30 


1,69 


2 


November 


54,8 


29.0 


41,9 


74 


3 


136 


0.58! 0.17 


0.96 


Z 


December 


47.3 


23.1 


35.2 


69 


-3 


53 


0.46! 0.18 

i 


0.80 


1 
















( ' 






yearly : 














1 


















,' 






Average 


65.5 


38.7 


52.1 








1 


~~ 











"~ i 




Extreme 


100 


-es 





99 


-13 




1 








1 




Total 












4783 


5.17111.10 


17,03 


33 






~" 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minimum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg, F) 
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FROST Station : BRANSON, 0898 
start yr. - 1951 end yr. - 1974 







Temperature 




Probabi 1 i ty 


- 

24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


May 6 


May 12 


May 19 


2 year in 10 later than 


May 1 


May 8 


May 16 


5 year in 10 later than 


April 21 


April 29 


May 9 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 ear 1 i er than 


October 13 


September 27 


September 17 


2 yr in 10 earlier than 


October 19 


October 4 


September 23 


5 yr in 10 earl ier than 


October 32 


October 16 


October 5 



GROWTH Station ; BRANSON, 0898 
start yr. - 1951 end yr. - 1974 



Daily Minimum Temperature 



Probabi 1 ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


149 


141 


121 


8 years in 10 


158 


148 


129 


5 years in 10 


176 


162 


144 


2 years in 10 


194 


175 


153 


1 year in 10 


203 


183 


167 
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TAPS Station : DELHI, 2178 

start yr. - 1954 end yr. - 1980 



Month 


Temperature 


Prec i p i tat i on 






12 years in 10 
! will have 


avg 
no. of 
grow 1 n 
degree 
days* 


12 yrs in 10! 

! wi 1 1 have ! average 


avg 

dai 1 y 
max 


avg 
daily 
m i n 


avg ; max 
! temp. 
I >than 


mi n 
temp. 
<than 


avg 1 less! more! days with 
! than! than! 0.10 inch 
(i n.) ! ( in. > 1 ( i n. ) ! or more 


January 
February 
March 
Apri 1 
May 
June 
July 
August 
September 
October 
November 
December 


46.5 
50.2 
58.0 
68.9 
78.0 
88.3 
92.8 
30.6 
82.8 
71.8 
58.2 
49.0 


13.3 
18.2 
23.7 
33.7 
43.2 
52.2 
58.3 
56.4 
47.5 
35.9 
24.3 
16.3 


29.91 70 
34.21 74 
40.9! 83 
51.31 88 
60,6! 94 
70.3! 104 
75.6! 104 
73.5! 103 
G5.1! 99 
53,91 30 
41.31 80 

32, 6! 71 

i 


-22 

-11 

--5 
g 

24 
35 

44 
44 
28 
16 
~2 
-14 


29 

39 
114 
284 
494 
714 
873 
864 
636 
366 
113 
33 


0.44! 0.15; 0.67! 1 
0.43! 0.12! 0.71! 1 
0.86! 0.33! 1,30! 2 
1.10! 0.47! 1.71! 3 
1.77! 0.79! 2.60! 3 
1.21! 0.34! 1,99! 2 
1.97! 1.09! 2,74! 4 
1.63! 0.85! 2.30! 3 
1.01! 0.40! 1.59! 2 
0.74! 0.23! 1.31! 2 
0.64! 0.26! 1.011 2 

0.46! 0.15! 0,77! 1 
i i i 








i 






i i ~ ~i ~ *" 
i i i 


Yearly : 






i 






i i ~~ i "- ~ 
i i i 






i 
i 






i i 
i i i 


Average 


69.6 


35.3 


i 

C9 A* 






1 1 r "* ~ 
i 1 i 


i 






1 1 1 


Extreme 


106 


-32 


-- ! 104 


-25 




i ~ 1 *" i "~ ~ 
_._ t ( ( 
i > i 


Total 






i 




4558 


i 1 1 ~ 

12.24! 1.22! 1.22! 2G 
i i ' 






i 
i 





*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and ninumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40,0 deg. F) 
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FROST Station : DELHI, 2178 
start yr. - 1958 ena yr. - 1980 







Temperature 




Probab i 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 30 later than 


May 9 


May 21 


May 28 


2 year in 10 later than 


May 3 


May 16 


May 22 


5 year in 10 later than 


April 22 


May 5 


May 11 


First freezing temperature 
in fa 1 1 : August-Nov . 








1 yr in 10 earlier than 


October 12 


September 26 


September 10 


2. yr in 10 earlier than 


October 16 


October 2 


September 16 


5 yr in 10 earlier than 


October 26 


October 12 


September 29 



GROWTH Station : DELHI, 2178 
start yr. - 1958 end yr. - i960 



Daily Minimum Temperature 



Probabi 1 i ty 


# days > 24f 


# days > 28F 


# days > 32F 


9 years in 10 


146 


126 


117 


8 years tn 10 


155 


135 


125 


5 years in 10 


171 


152 


140 


2 years in 10 


187 


168 


155 


1 year in 10 


196 


177 


163 



III - 42 



TAPS Static : NORTH LAKE, 5990 
start yr. - 1948 end yr, - 1931 



1 




Temperature 








Precipi tation 




i 


12 years 


in 10 






2 yrs in 10! 




i 


! will 


have 


avg 




wi 1 1 have I average 




i 







f 




1 k n /-.? 




i 


i 










Month 


avg I avy 


avg I max 


m i n 


grow'n 


avg 


less! more! days with 




d a i 1 y ', d a i 1 y 


! temp. 


temp. 


degree 




than! than! 0.10 inch 




rridx ', mi n 


! >than 


'than 


days* 


(in.) 


( in.) ! (in . > ! or more 


January 


40.21 10.9 


25.5; 59 


-24 


j 


0.92 


0.41! 1.36! 2 


February 


41,0! 13,1 


27.1! 59 


-15 


n 


1.00 


0.39! 1.511 3 


March 


44.7! 17.1 


30.9! 64 


-iO 


11 


1.66 


0.85; 2.371 4 


Apri 1 


53.01 3.5 


38.3! 69 


-1 


45 


1.74 


0.59! 2.691 4 


May 


62.5! 31.3 


4fo,9! 78 


12 


160 


2.21 


0,73! 3,42! 5 


June 


71.8! 38.3 


55.1! 66 


26 


306 


1.42 


0.40! 2.23! 4 


Jul y 


75.61 44.2 


59.91 87 


3'\ 
L. 


423 


3.47 


1.75! 4.97! 8 


August 
September 


73.4! 43,0 

68.21 36.7 


58.2! 33 
52.5! 81 


31 

20 


381 
2GO 


2.96 
1.44 


1.53! 4,21! b 
0.65: 2.19; 3 


October 


59.41 27.8 


43.6! 79 


7 


112 


1.31 


0.66; 2.03! 3 


November 


48.6! 18.3 


33.5! 63 


-10 


16 


1,04 


0.37! 1.60; 3 


December 


42.5! 13.7 


28.1! 61 


-12 


5 


0.92 


0.32: 1.46; 2 


... 


-.- -- 


1 













i 


. , _. 








i 


Yearly : 


_. 1 


. , 











Average 


i 
56.81 26.5 


._ -. ( fc __,-_-,^ 

41.6! 








-__ 


; ; 


Extreme 


89! -36 


1 88 


-25 








; ; 


Total 


i 


- ( 

i 

"- i 




1722 


20.03 


1,781 1.78; 49 
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FROST Station : NORTH LAKE, 5990 
start yr. - 1959 end yr. - 1981 







Temperature 




Probabi 1 ity 


24F or lower 


28F or lower 


32F or Tower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


June 2 


June 12 


June 26 


2 year in 10 later than 


May 27 


June 6 


June 23 


5 year in 10 later than 


May 16 


May 26 


June 16 


First freezing temperature 
i n f al 1 : August-Nov. 








1 yr in 10 earlier than 


September 18 


September 3 


August 14 


2 yr in 10 earl ier than 


September 23 


September 7 


August 21 


Syr in 10 earl ier than 


October 2 


September 16 


September A 



GROWTH Station : NORTH LAKE, 5990 
start yr. - 1959 end yr. - 1981 



Daily Minimum Temperature 



Probabi 1 


ity 


# days > 24F 


# days ) 28F 


1 days > 32F 


9 years 


in 10 


83 


60 


38 


8 years 


in 10 


95 


74 


49 


5 years 


in 10 


118 


99 


71 


2 years 


in 10 


142 


124 


92 


1 year i 


n 10 


154 


138 


104 
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TAPS Station : TRINIDAD, 8429 
start yr. - 1948 end yr. - 1988 





Temperature 


Preoip i tat ion 










2 years in 10 




12 yrs in 10! 










wi 1 1 have 


avg 


! wi 1 1 have ! average 












no. of 


I f 










~ -. number of 


Month 


avg 


avg 


avg 


max 


mi n 


grow' n 


avg ! less! more! days with 




dai 1 y 


daily 




temp. 


temp. 


degree 


I than! than! 0.10 inch 




max 


mi n 




>than 


<than 


days* 


( in . } ! ( i n.) ! (i n.) ! or more 


January 


47.5 


18.0 


32.8 


72 


-14 


37 


0.41! 0.13! 0.64; 1 


February 


50.5 


21.4 


35.9 


72 


-8 


63 


0.52! 0.14! 0.82! 2 


March 


55.3 


26.3 


40.8 


76 


-1 


138 


0.92: 0.33! 1.41! 2 


Apr i 1 


65.0 


34.8 


49.3 


81 


12 


322 


1.09; 0.41! 1.71! 2 


May 


73.2 


43.6 


58.4 


87 


24 


571 


2.11! 0.81! 3.20! 4 


June 


82.7 


52.6 


67.7 


95 


36 


830 


1.571 0.54! 2.43! 3 


Jul y 


86.3 


57.9 


72.1 


96 


47 


993 


2,37! 1.06! 3.48! 5 


August 


83.9 


56.0 


69.3 


93 


44 


328 


2.51! 1.10! 3.72! 5 


September 


78.6 


48.8 


63.7 


91 


30 


729 


1.08! 0.34! 1.68! 2 


October 


69.0 


37.8 


53.4 


84 


19 


424 


0.9G! 0.28! 1.56! 2 


November 


56.1 


27.0 


41.5 


76 


1 


133 


0.751 0.33; 1.10! 2 


December 


49.4 


21.0 


35,2 


71 


-5 


58 


0.47; 0.16! 0.73! 1 
















i i i 


Yearly : 














i i i 














, , e 


Average 


66.5 


37.1 


51.8 








i i 








i i 


Extreme 


99 


-32 





97 


-16 




' ' ' 




, , ( 


Total 












5231 


14.76! 8.58!18.65! 31 













*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : TRINIDAD, 8429 
start yr. - 1948 end yr. - 1988 







Temperature 




Probab i 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March- June 








1 year in 10 later than 


May 5 


May 17 


May 25 


2 year in 10 later than 


April 29 


May 11 


May 20 


5 year in 10 later than 


April 18 


April 29 


May 12 


First freezing temperature 
in fal 1 : August-Nov. 








1 yr in 10 earlier than 


October 13 


September 30 


September 20 


2 yr in 10 earl ler than 


October 18 


October S 


September 25 


5 yr in 10 earlier than 


October 27 


October 18 


October 5 



GROWTH Station : TRINIDAD, 8429 
start yr, - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


_ _ 
154 


142 


122 


8 years 


in 10 


162 


150 


130 


5 years 


in 10 


179 


165 


145 


2 years 


in 10 


196 


180 


160 


1 year 


n 10 


205 


188 


168 
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TAPS Station : TRINIDAD FAA AP, 8434 
start yr. - 1948 end yr. - 1988 



Month 


Temperature 


Preci pitat ion 







2 years in 10 
wi 1 1 have 


avg 
no. of 
grow ' n 

degree 
days* 


12 yrs in 10! 

1 will have ! average 


avg ! avg 
dai 1 y Idai 1 y 
max ! min 


avg 


max 
temp. 
Hhan 


mi n 
temp. 
<than 


i i number of 
avg ! less! more! days with 
1 than! than! 0.10 inch 
( i n. ) ! ( i n.) 1 < tn.) ! or more 


January 
February 

March 
Apr i 1 
May 
June 
Ju ly 
August 
September 
October 
November 
December 


4G.5! 1G.1 
50.1! 19.6 
55,6! 24.8 
64.91 34.2 
73.81 43.8 
84.3! 53.2 
88.7! 59.0 
86.51 57.1 
79.71 49.1 
69.4! 37.7 
55.91 25.4 
48.4! 18.2 


31.3 
34.9 
40.2 
49.5 
58.8 
68.7 
73.8 
71.8 
64.4 
53.6 
40.7 
33.3 


70 
75 
79 
85 
90 
99 
100 
97 
95 
86 
77 
72 


-15 
-10 
-0 
12 
28 
38 
49 
47 
31 
18 
-2 
-9 


36 

130 
313 
583 
862 
1068 
9Q5 
733 
432 
137 
47 


0.38! 0.12! 0.59! 1 
0.431 0.14! 0.68! 1 
0.76! 0.26! 1.17! 2 
1.01! 0.44! 1.54! 2 
1.87! 0.80! 2.77! 4 
1.50! 0.41! 2.38; 3 
2.04! 0,95! 2.99! 4 
1,931 0.81! 2.881 4 
0.99! 0.41! 1.53; 2 
0.80! 0.271 1.36! 2 
0.611 0.28! 0.92! 2 
0.52! 0.211 0.81! 1 




' 










i i i 


Yearly : 


1 










i i 


, 










i i < 


Average 


67.0! 36.5 


51.8 








i i i 










Extreme 


103! -32 





100 


-20 




i > i 






Total 


1 








5383 


12.84! 8.14115.921 28 


, 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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FROST Station : TRINIDAD FAA AP, 8434 
start yr. - 1948 end yr. - 1988 







Temperature 




Probab i 1 f ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


April 26 


May 5 


May 20 


2 year in 10 later than 


April 22 


May 1 


May 15 


5 year in 10 later than 


April 13 


April 23 


May 7 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 earl ier than-- 


October 10 


October 2 


September 20 


2 yr in 10 earlier than 


October 15 


October 7 


September 26 


5 yr in 10 earj ier than 


October 26 


October 18 


October 6 



GROWTH Station : TRINIDAD FAA AP, 8434 
start yr. - 1948 end yr. - 1988 



Daily Minimum Tempature 



Probabi 


lity 


# days > 24F 


_- *___- ___.- 

# days > 28F 



# days > 32F 


9 years 


in 10 


- 

167 


153 


129 


8 years 


in 10 


173 


160 


137 


5 years 


in 10 


185 


172 


151 


2 years 


in 10 


196 


185 


165 


1 year 


in 10 


202 


191 


173 
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TAPS Statn>n ; ARRIBA, 0348 
start yr. - 1907 end yr. - 1959 





Temperature ! Precipitation 






; 


2 years i n 10 


12 yrs in 10! 






1 


wi 1 1 have 


avg I will have ! average 






i 




no. of 






i 






Month 


avg 


avg ! avg 


max 


mi n 


grow'n avg I less! more! days with 




dai 1 y 


dai 1 y 1 


temp. 


temp . 


degree ! than! than! 0,10 inch 




max 


mi n ! 


>than 


<than 


days* (in.K(in.)i(in.}! or mo re 


January 


41.0 


13.8! 27.4 


66 


-16 


11 


0.29! 0,09! 0.59: 1 


February 


44.4 


16.8! 30.6 


70 


-12 


23 


0.421 0,16! 0.77! 1 


March 


50.8 


21.7! 36.3 


76 


-5 


72 


0.781 0,27! 1.27! 2 


Apri 1 


61.3 


31.2! 46.2 


82 


8 


227 


1.68! 0.671 2.70! 4 


Hay 


69.3 


40.3! 54.8 


89 


21 


440 


2.65! 1.44! 3.71! 5 


June 


80.9 


49.9! 65.4 


99 


34 


713 


2, 201 0.30! 3,37! 4 


July 


87.6 


56.4! 72.0 


100 


44 


934 


2.47! 1.171 3.59! 5 


August 


85.8 


55.3! 70.5 


93 


43 


864 


2.24! 1.18! 3.181 5 


September 


78.5 


46.2! 62.4 


94 


27 


631 


1.35! 0.34! 2.15! 2 


October 


67.1 


35.2! 51.1 


86 


12 


344 


0.891 0.261 1.62! 2 


November 


52.1 


23.2! 37.7 


75 


2 


86 


0.54! 0,13! 0.941 1 


December 


42.6 


15.9! 29.2 


68 


-8 


18 


0.47! 0.13! 0.87! 1 














~ i i 


Yearly : 




( 








i ' 














Average 


G3.4 


33.8! 48.6 








, i t 








i i i 


Extreme 


105 


-30! 


101 


-19 










Total 




1 






4364 


15.98! 7.50120.62! 33 




1 








1 












*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : ARRIBA, 0348 
start yr. - 1907 enc yr. - 1359 







Temperature 




Probabi 1 i ty 


24F or lower 


28H or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


May 12 


May 19 


May 31 


2 year in 10 later than 


May 6 


May 14 


May 26 


5 year in 10 later than 


April 24 


May 3 


May 15 


First freezing temperature 
i n f al 1 : August-Nov. 








1 yr in 10 earlier than 


September 30 


September 21 


September 14 


2 yr in 10 earlier than 


October 7 


September 26 


September 19 


5 yr in 10 earlier than 


October 20 


October 6 


September 28 



GROWTH Station : ARRIBA, 0348 
start yr, - 1907 end yr. - 1959 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


148 


132 


111 


8 years 


in 10 


155 


139 


118 


5 years 


in 10 


169 


153 


130 


2 years 


in 10 


182 


166 


143 


I year 


in 10 


189 


173 


149 
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TAPS Station : FORDER 8 S, 2997 
start yr. - 1948 end yr. - 1979 





1 emp 


erature 








Prec.p.*^ 




! 1 


2 years 


in 10 






2 yrs in IN 






Wl II 


have 


avg 




Will I j , 


Month 


avg ! avg 1 avg 


max 


m i n 


no. of 

grow' n 


avg 


l*Sjl "".'.. 




dai 1 y Idai 1 y 1 


temp , 


temp , 


degree 




tnan r,a- 




max ! mm ! 


>than 


<than 


days* 


(in.) 


tin.) : ' T., 


January 


44.4! 9.G! 27.0 


70 


-20 


7 


0.22 


0.06: ,,'; ' 


February 


49.9! 15.9! 32.9 


74 


-7 


19 


0.20 


0.04; o.ij 


March 


55.0! 21.1! 38.1 


81 


-7 


59 


0.60 


0.23; !).<. 


Apr! 1 


66.0! 31.4! 48.7 


88 


11 


193 


0.95 


0.23: :/-;; 


Hay 


76.3! 42.5! 59.4 


95 


25 


413 


1.67 


0.84; r...j 


June 


86.7! 51.6! 69.2 


103 


38 


554 


1.51 


0.53; 2,;j 


July 


91.3! 57.3! 74.3 


104 


46 


726 


2.65 


1.28: 3, ,.- 


August 


88.6! 55,1! 71.8 


102 


42 


658 


2.13 


1.02; 2. i' 


September 


80.6! 45.3! 63.0 


99 


27 


462 


0.92 


0.24: 1.4' 


October 


70.9! 34.3! 52.6 


90 


16 


246 


0.56 


o.n; 0.9? 


November 


55.0! 21.2! 38.1 


77 


"1 


51 


0.28 


0.10: 0. L u 


December 


46.8! 13.2! 30.0 


71 


-13 


10 


0.17 


0.09: 0.3* 




1 ' 










. 




i i 










, 


Yearly : 


1 ' 










, 




1 ' 










. 


Average 


67.6! 33.2! 50.4 










, 


Extreme 


105! -29! 


106 


-22 








,__ , -. - 










3398 


11.86 


1.26: i.<v. 


Total 












; - 



+A growing degree day is a unit of heat available f . r pi _ , - 
It can be oaloulated by add.ng the ,.u. and ..nu-u. da t . . 
dividing the sum by 2, and subtracting the temp rature be I 
is minimal for the principal crops .n the area (Threshold . -3.1 -*, 
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FROST Station : FORDER 8 S, 2997 
start yr. - 1956 end yr. - 1979 







Temperature 




Probabi 1 i ty 


24F or lower 


28F or lower 


32F or lower 




Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


May 2 


May 13 


May 23 


2 year in 10 later than 


April 27 


May 9 


May 19 


5 year in 10 later than 


April 18 


May 1 


May 12 


First freezing temperature 
i n fal 1 : August-Nov. 








1 yr rn 10 earlier than 


October 5 


September 20 


September 15 


2 yr in 10 earlier than 


October 11 


September 26 


September 19 


5 yr in 10 earlier than 


October 22 


October 7 


September 28 



GROWTH" Station : FORDER 8 S, 2997 

start yr. - 1356 end yr. - 1979 



Daily Minimum Temperature 



Probabi 1 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


144 


126 


106 


8 years 


in 10 


150 


133 


114 


5 years 


in 10 


163 


146 


129 


2 years 


in 10 


176 


160 


145 


1 year i 


n 10 


182 


167 


153 
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TAPS Station : GENOA 1 W, 3258 
start yr. - 1949 end yr. - 1988 





Temperature Precipitation 




! 1 12 years in 10! 2 yrs in 10 







! will have ! avg will have average 


Month 


avg ! avg 


avg ! max ! min 


ino. or numoer or 
grow'n! avg ! less! more! days with 




dai 1 y ! dai 1 y 


! temp . 1 temp. 


degree! I than! than! 0.10 inch 




max ! min 


! >than 


< than 


days* 


< in .) ! < i n.) ! ( in.) ! or rnore 


January 


35.21 10.1 


22.6! 62 


-21 


I 


0.271 0,13! 0.42! 1 


February 


41.5! 15.6 


28.6! 71 


-e 


1 


0.30; 0,09! 0.53: 1 


March 


44.81 16.3 


30.5! 77 


1 


2 


0.92! 0.37! 1.39! 2 


Apri 1 


58.01 26.7 


42.3! 78 


11 


12 


1.19! 0.35! 1.931 3 


May 


69.01 36.9 


52.9! 88 


18 


34 


2.681 1.36! 3.83! 5 


June 


84.6! 49.7 


67.1! 101 


33 


45 


2.10! 0.961 3.18! 4 


July 


85.61 52.6 


69.1! 97 


40 


109 


2.67! 1.39! 3.801 G 


August 


84.6! 54.2 


69.4! 98 


43 


107 


2.38! 1.351 3.29! 5 


September 


70.7! 42.0 


56.3! 93 


22 


44 


1.06! 0.421 1.601 2 


October 


58.6! 31.8 


45.2! 77 


10 


19 


0.62! 0.20! 1,03! 1 


November 


44.1! 22.0 


33.1! 74 


3 


5 


0.46! 0,19! 0,72! 1 


December 


39.7! 14.7 


27.2! 63 


-6 


1 


0.25! 0.11! 0.46! 




1 










Yearly ; 


, 


1 






i i i 












Average 


59.7! 31.0 




~~^" "" ""~ 














Extreme 


100! -20 




-21 










Total 


1 


i 




380 


14.90! 5.20! 5.20! 31 


, 


, 





*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station ; GENOA 1 W, 3258 
start yr. - 1970 end yr. - 1979 





Temperature 


Probab i 1 i ty 


24F or lower 


28F or 1 


ower 


32F or 1 


ower 


Last freezing temperature 
in spring : March-June 












1 /ear in 10 later than 


April 6 


May 


19 


May 


23 


2 year in 10 later than 


Apri 1 6 


May 


19 


May 


23 


5 year in 10 later than 


April 6 


May 


19 


May 


23 


First freezing temperature 
i n fal 1 : August-Nov. 












1 yr in 10 eari ier than 


September 19 


September 


17 


September 


17 


2 yr in 10 earl ier than 


September 19 


September 


17 


September 


17 


5 yr in 10 earlier than 


September 19 


September 


17 


September 


17 



GROWTH Station : GENOA 1 H, 3258 
start yr. - 1970 end yr. - 1979 





Daily Minimum Temperature 


Probab i 1 


i ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 










8 years 


in 10 








5 years 


in 10 










2 years 


in 10 









1 year 


n 10 
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TAPS Station : KARVAL, 4444 
start yr. - 1948 end yr. - 1988 





Temperature 


Precipitation 










yoars in 10 




!2 yrs in 10! 










wt 1 1 have 


avg 


! will have ! average 












no. of 


1 1 .-..Un., f 












Month 


avg 


avg 


avg 


max 


mi n 


grow' n 


avg ! less! more! days with 




daily 


daily 




temp. 


temp. 


degree 


! than! than! 0.10 inch 




max 


mi n 




Hhan 


<than 


days* 


(in.)!(m,)!(in.)! or mo re 


January 


44. G 


16.8 


30.7 


72 


-17 


5 


0.27! 0.07! 0.51! 


February 


46.8 


19.9 


33.3 


76 


-14 


9 


0.25; 0.08! 0.53! 


March 


52.3 


25.8 


39.0 


78 


8 


16 


0.66! 0.22! 1.13! 1 


Apr i 1 


63.3 


34.5 


48.9 


86 


13 


54 


1.00! 0.30! 1.72! Z 


May 


70.5 


43.6 


57.1 


90 


23 


95 


2.35! 0.971 3.63! 4 


June 


81.0 


52.8 


66.9 


38 


40 


145 


1.54! 0.71! 2,39! 3 


July 


88.6 


58. G 


73.6 


99 


48 


203 


2.60! 1.22! 3.781 5 


August 


86.1 


57.7 


71.9 


99 


45 


174 


1.91! 0.611 2.98! 3 


September 


78.0 


48.0 


63.0 


98 


21 


122 


0.92! 0.36! 1.54; 2 


October 


65.8 


35.7 


50.8 


84 


19 


66 


0.73! 0.26! 1.35! 1 


November 


52,0 


24.7 


38.3 


77 


5 


21 


0.45! O.li: 0.861 1 


December 


42.6 


16.5 


29.6 


74 


-11 


-t 


0.29; 0.12! 0,68! 




-~ 














Yearly : 














' ' ' 














* ' _ 


Average 


G4.3 


36.2 


50.3 


















Extreme 


99 


-29 


- 

_ 


100 


-22 








i i i 


Tota 1 












916 


12.98! 5.31! 5.31! 22 













*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 



HI - 55 



FROST Station : KARVAL, 4444 
start yr. - 1983 end yr. - 1986 







Temperature 




Probabi 1 f ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


April 20 


May 11 


May 20 


2 year in 10 later than 


April 17 


May 7 


May 16 


5 year in 10 later than 


April 10 


April 23 


May 8 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 earlier than 


October 3 


September 22 


September 19 


2 yr in 10 earlier than 


October 9 


September 26 


September 24 


5 yr in 10 earlier than 


October 21 


October 6 


October 3 



GROWTH Station ; KARVAL, 4444 
start yr. - 1981 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


lity 


*- ^ .- 
# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


155 


"~ *- 

140 


119 


8 years 


in 10 


165 


148 


127 


5 years 


in 10 


185 


163 


144 


2 years 


in 10 


204 


178 


161 


1 year 


in 10 

__ 


215 


185 


170 
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TAPS Station : LIMON WSMO, 5018 
start yr. - 1971 end yr. - 1988 





Temperature 


Prec rpi tation 




! 




2 years in 10 






2 yrs in 10J 




! 




will have 


avg 




will have ! average 




i 






no . of 




1 _ _L ,- r,f 











Month 


avg ! avg 


avg 


max 


m i n 


grow' n 


avg 


1 ess ! more ' days with 




da i 1 y I da i 1 y 




temp . 


temp. 


degree 




than! than! 0.10 inch 




max ! min 




>than 


<than 


days* 


(in.) 


( i n. K ( i n,) ! or more 


January 


38.5! 11.8 


25.1 


65 


-19 


n 


0.29 


0.09! 0.46! 1 


r ebruary 


44.1! 16.7 


30.4 


71 


-12 


26 


0.40 


0.04! 0.67! 


'larch 


50. 0! 22.5 


36.3 


76 


ty 


67 


0.95 


0.34! 1.45! 2 


Apr! 1 


59.21 30.3 


44.7 


81 


n 


200 


1,23 


0.50! 1.85; 3 


May 


67.3! 39.5 


53.4 


36 


24 


421 


2.46 


0.91! 3.75! 5 


June 


80.0! 49.0 


64.5 


97 


34 


732 


1.75 


1.00! 2.41! 4 


July 


86.4! 54.8 


70.6 


98 


44 


949 


2.66 


1.50! 3.70! 5 


August 


83.2! 53.6 


68.4 


97 


43 


881 


2.34 


1.42! 3.16! 4 


September 


75.0! 44.3 


59.7 


93 


25 


596 


0.73 


0.20! 1,16! 2 


Dctober 


63.3! 32.7 


48.0 


83 


12 


286 


0.66 


0.28! 1.10! 1 


November 


48.2! 20.9 


34,6 


75 


-2 


65 


0.56 


0.13! 0,91! 1 


December 


40.9! 14.1 


27.5 


69 


-12 


20 


0.36 


0.12! 0.64! 1 


































Yearly : 














, , 


Average 


61.4! 32.5 


_____ 

46.9 




~"~ 


















Extreme 


99! -27 


_-_ _. 


100 


-20 








; ; 


Total 


; 








4256 


14.41 


6.84!18.22! 29 


1 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum dai ly temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. D 
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FROST Station : LIMGN WSMO, 5018 
start yr. - 1971 end yr. - 1988 







Temperature 




Probabi f 1 ty 


24F or lower 


28F or lower 


32F or lower 

""""* -* ~ - --^ 


Last freezing temperature 
in sprrng : March-June 




""" """ " "*" ~~ 




1 year in 10 later than 


May 1 


May 17 


May 23 


2 year rn 10 later than 


April 27 


May 12 


May 19 


5 year in 10 later than 


April 18 


May 2 


Hay 11 


First freezing temperature 

in fall : Augus t-Nov. 








1 yr in 10 earlier than 


September 28 


September 22 


September 18 


2 yr in 10 earlier than 


October 4 


September 27 


September 22 


5 yr in 10 earlier than 


October 16 


October 5 


September 29 



GROWTH Station : LIMON WSMO, 5018 
start yr. - 1971 end yr. - 1988 



Daily Minimum Temperature 



Probab i 


lity 


=? days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


157 


139 


120 


8 years 


in 10 


162 


145 


127 


5 years 


in 10 


172 


156 


140 


2 years 


in 10 


182 


167 


154 


1 year 


in 10 


188 


173 


161 
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PS Station : SHAW 2E, 7557 

art yr. - 1948 end yr. - 1988 





Temperature ', 


Prec 


ip i tat 


ion 








! 2 years tn 10! 


2 yrs 


in 10 














will have 


' avg 




Will 


have 


average 


lonth 


avg 


avg 1 


avg 


max ! mm 


- 1 no . ot 
! grow' n 


avg 


! ess ! 


more 


number or 

days with 




daily 


dai 1 y ; 




temp. ! temp 


; degree 




than! 


than 


0.10 


inch 




max 


mi n ! 


Hhan ! < than ! days* 


(in.) 


(in.) ! 


(in.) 


or more 


nuary 


41.2 


14.5; 


27.91 70 I -26 


! 13 


0.33 


0.18! 


0.55 


1 




aruary 


43.1 


16.8! 


29.9! 73 -20 


: 21 


; 0.87: 


0.46! 


1.22; 


2 




rch 


02,1 


24.11 


38.1 


! 80 1 


: so 


! 0,93! 


0.31! 


1.44! 


2 




n ! 


60.9 


32 .5 ; 


40. 7 


! 89 17 


; 139 


1.46; 


0.56i 


2.21! 


3 




/ 


71.9 


44.91 


58.4 


! 87 31 


: 241 


2.74; 


1,24! 


4.02! 


5 




le 


82.0! 49. SI 


65.9 


; 98 


35 


443 


2.24! 


i.ie; 


3.19! 


5 




ly 


88.6! 55.9; 


72.2 


! 102 


40 


571 


2.39! 


1.31! 


3.35; 


4 




]ust 


85.3! 54.4; 


70.1 


! 98 


43 


462 


2.29; 


1.29! 


3.18! 


5 




jtember 


75.3! 44.31 


59.3 


! 95 


17 


293 


0,771 


0.40! 


1.09! 


2 




bober 


63.4! 33.41 


48.4 


! 83 


Ib 


163 


0.82! 


0.371 


1.46! 


2 




member 


49,0! 22.0! 


35,5 


! 75 


-4 


51 


0.841 


0.23! 


1.32! 


1 




member 


38.6! 12.4! 


25.5 


64 


-18 


7 


0.28 


O.L5! 


0.47! 


1 






r i 











1 i 






I I 










1 ' 


Werage 


62.71 33.71 


48.2 










1 


1 

















1 


Ixtreme 


102; -29; - 


102 


-25 






, 


1 













,' 


fotal 


1 ' 






2462 


15.95 


1.78; 1.78! 


33 










I t 




1 ' 



*A growing degree day is a unit of heat available for plant growth. 
can be calculated by adding the maximum and minumum daily temperatures, 
nding the sum by 2, and subtracting the temperature below which growth 
minimal for the principal crops 



in the area (Threshold : 40.0 deg. F) 
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FROST Station : SHAW 2E, 7557 
start yr. - 1984 end yr. - 1988 







1 emperature 




Probabi 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 








in spring : March-June 








1 year in 10 later than 


April 8 


April 29 


May 21 


2 year in 10 later than 


April 8 


April 27 


May 15 


5 year in 10 later than 


April 7 


April 24 


May 2 


First freezing temperature 








in fal 1 : August-Nov. 








1 yr in 10 earl ier than 


September 24 


September 15 


September 15 


2 yr in 10 earl ier than 


September 27 


September 21 


September 21 


5 yr in 10 earl ier than 


October 5 


October 2 


October 2 



GROWTH Station : SHAW 2E, 7557 
start yr. - 1984 end yr, - 1988 



Daily Minimum Temperature 



Probabi 1 ity 


# days > 24F 


# days > 28F 


* days > 32P 


9 years in 10 


183 


139 


116 


8 years in 10 


184 


146 


128 


5 years in 10 


186 


160 


152 


2 years in 10 


187 


173 


175 


1 year in 10 

~~"~~~"- *- ' - -*-^._* . 


138 


180 


187 
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iPS Station : LA JUNTA 20 S, 4726 
;art yr. - 1982 end yr. - 1988 





Temperature 


Precip i tat i on 




! 




2 years in 10! 


12 yrs in 10! 




1 




will have ! avg 


! wi 1 1 have ! average 


Month 


avg ,' avg 


avg 


- - -.no. ot 
max ,' m i n Igrow 'n 


number of 
avg ! Jess! more ! days with 




dai ly idai ly 




temp. 


temp. 


degree 


I than! than! 0,10 inch 




max ! m i n 




>than 


< than 


days* 


< t n.) 1 ( i n.) ! ( i n.) 1 or more 


anuary 


48.1! 17.1 


32.8 


74 


-16 


44 


0.41! 0.26! 0,55! 1 


abruary 


50.81 22.1 


36.4 


76 


-7 


81 


0.881 0.44; 1.26! 2 


arch 


58.6! 29.3 


43.9 


84 


1 


196 


1.85! 0.64! 2.84! 3 


pri 1 


67.81 37.4 


52.6 


90 


22 


390 


1.561 0.73! 2.27! 3 


ay 


76.8! 48.3 


62.5 


96 


31 


694 


2.47! 0.63! 3,941 5 


une 


87.9! 57.1 


72.5 


104 


42 


957 


1.421 0.83! 1.95! 4 


iily 


95.7! 64.5 


80.1 


105 


48 


1243 


2.38! 0.881 3.64! 4 


ugust 


93.0! 62.2 


77.6 


105 


48 


1160 


1.22! 0.83! 1.58: 3 


leptember 


83.9! 52.4 


68.2 


103 


27 


839 


1.05! 0.91! 1.571 2 


Ictober 


70.2! 37.2 


53.7 


89 


23 


419 


1.16! 0,61! 2.05! 3 


lovember 


57.7! 25.8 


41,7 


80 


8 


148 


0,82! 0,31! 1.25! 2 


'ecember 


45.4! 16.8 


31.1 


73 


-14 


35 


0.47! 0.34! 0.59,' 1 




( 










i i 


Nearly : 


i 










\ i i 


i 












Average 


69.6! 39.2 


54.4 








i i i 








i ~ i *~ i 
t i i 


Extreme 


106! -20 





107 


-21 




~~ i i ~" i ~. 
i i i 




i i r 


Total 


' 








6206 


15.68! 4.2GM8.20; 33 


1 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumunt daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : LA JUNTA 20 3, 4728 
start yr. - 1982 end yr. - 1988 







lemperature 




Probab 1 1 i ty 


24F or lower 




28F or lower 


32F or lower 


Last freeztng temperature 

in spring : March-June 









I year in 10 later than 


April 16 


April 25 


May 16 


2 year in 10 later than 


April 12 


April 22 


May 10 


5 year in 10 later than-- 


Apri 1 6 


Apr i 1 16 


April 27 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 earlier than 


October 11 


September 26 


September 20 


2 yr in 10 earlier than 


October 18 


September 29 


September 23 


Syr in 10 earl ier than 


October 31 


October 5 


September 30 



GROWTH Station : LA JUNTA 20 S, 4726 
start yr. - 1982 end yr. - 1988 



Daily Minimum Temperature 



Probab i ! 


rty 


H days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


169 


167 


129 


8 years 


in 10 


178 


169 


137 


5 years 


in 10 


195 


174 


153 


2 years 


in 10 


212 


179 


170 


1 year i 


n 10 


221 


181 


178 
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TAPS Station : LA JUNTA FAA AP, 4720 
start yr. - 1945 end yr. - 1988 







1 emp 


erature 






Prec ip i tation 




1 ! 




2 years 


in 10 




12 yrs in 10! 




! 




will 


have 


avg 


! wi 1 ! have ! average 




i 










i * k C 




1 










i i fiufflDfir or 


Month 


avg ! avg 


avg 


max 


mm 


grow' n 


avg 1 1 ess! more ! days with 




dai 1 y Idai 1 y 




temp. 


temp. 


degree 


! than! than! 0.10 inch 




max ! min 




>than 


< than 


days* 


( in.) ! ( in.) 1 ( i n.) 1 or more 


January 


43.9! 15.5 


29.7 


73 


-13 


31 


0.321 0.09; 0,50! 1 


February 


49.81 20.8 


35.3 


77 


-7 


66 


0.28! 0.091 0.461 


March 


57.01 27.0 


42.0 


84 


1 


169 


0.69! 0.241 1.10! 1 


Apri 1 


68.5! 37.8 


53.2 


90 


18 


410 


1.06! 0.43! 1.63: Z 


May 


77.7! 48.0 


62.8 


97 


31 


708 


1.81! 0.75! 2.7!! 4 


June 


89.2! 57.8 


73.5 


106 


43 


1005 


1.35! 0.45! 2.14! 3 


July 


94.2! 63.6 


78.9 


106 


53 


1230 


1.95! 0.82! 2.91! 4 


August 


91.7! 61,5 


76.6 


104 


51 


1135 


1.56! 0.60! 2.37! 3 


September 


83.3! 52.4 


67.9 


100 


34 


835 


0.82! 0.181 1.321 2 


October 


71.8! 39.8 


55.8 


92 


23 


494 


0.68! 0.181 1.171 1 


November 


55.4! 25.8 


40.6 


80 


2 


131 


0.511 0,101 0.841 1 


December 


46.5! 18.1 


32.3 


74 


-8 


39 


0.27! 0.031 0,49! 1 




-, - 




- - - , - 






' 




_ , 












Vear 1 y ; 


- " 










I , , 


Average 


69.11 39.0 


54.0 










! I : 


Extreme 


108! -23 





107 


"* 

-16 




! ! ! 


Total 


1 











6254 


11.31! 6. 77114. 32! 23 




1 













,A sro.ins degree day is a unit of heat lab.e ' 

It can be calculated by adding the m axiu. and t , 

dividing the sum by 2, and subtracting the t..p.rat ' f ' . 

,s minimal for the principal crops in the area (Threshold . 40.0 deg 
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FROST Station : LA JUNTA FAA AP, 4720 
start yr. - 1945 end yr. - 1988 









Temperature 




Probabi 1 i ty 


24F or 1 


ower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 










1 year in 10 later than 


Apri 1 


19 


April 23 


May 9 


2 year in 10 later than 
i 
5 year in 10 later than 


Apri 1 
Apri 1 


14 

i 

4 


April 18 

r 
i 

April 10 


May 4 

April 24 


First freezing temperature 
in f al 1 : August-Nov. 










1 yr in 10 earl ler than 


October 


17 


October 10 


September 28 


2 yr in 10 earl ier than 


October 


22 


October 14 


October 3 


5 yr in 10 earlier than 


November 


1 


October 23 


October 13 



GROWTH Station : LA JUNTA FAA AP, 4720 
start yr. - 1945 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 i ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


180 


_ _ 
174 


_ _ 
150 


8 years in 10 


187 


180 


157 


5 years in 10 


201 


193 


171 


2 years in 10 


215 


205 


184 


1 year in 10 


222 


212 


191 
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APS Station : ROCKY FORD 2SE, 7167 
-tart yr. - 1918 end yr. - 1968 





Temperature 


Precipitation 








2 years in 10 




2 yrs in 10! 








wi 1 1 have 


avg 


w t 1 1 have ! average 


Month 


avg avg 


avg 


max 


mi n 


grow' n 


- i number of 
avg Jess more! (fays with 




dai 1 y dai ly 




temp. 


temp. 


degree 


than than! 0.10 inch 




max m i n 




>than 


<than 


days* 


(in.) (in.) (in.)! or more 


ariuary 


45.6 13.0 


29.3 


73 


-18 


20 


0.31 0.10! 0.55! 1 


ebruary 


51.7! 18.6 


35.2 


76 


-9 


50 


0.28! 0.07! 0.49! 


arch 


59.0! 25.2 


42.1 


82 


-2 


158 


0.67! 0.26! 1.06! 2 


pri 1 


69.1! 35.6 


52.3 


89 


14 


382 


1.20! 0.46! 1.84! 2 


ay 


77.7! 45.7 


61.7 


95 


29 


673 


1.85! 0.81! 2.73! 4 


une 


88.5! 54.8 


71.7 


102 


40 


949 


1.411 0.43! 2.21! 3 


ul y 


93.2! 60.0 


76.6 


104 


50 


1134 


1.94! 0.91! 2.82! 4 


ugust 


90.8! 57.9 


74.4 


102 


47 


1065 


1,551 0.78! 2.30! 3 


eptember 


83.5! 48.9 


66.2 


98 


30 


786 


0.92! 0,29! 1.48! 2 


ctober 


72.4! 36.1 


54.2 


90 


18 


446 


0.79: 0.17! 1,36! 1 


ovember 


56.6! 22.9 


39.8 


79 


-1 


103 


0.41". 0.12! 0.79! 1 


acember 


47.2! 15.4 


31.3 


73 


-13 


25 


0.30! 0.12! 0.53! 1 




, 










i > i 


early : 


1 










i i i 


, 










i i 


Average 


69.6! 36.2 


52.9 








. i i 








i i i 


Extreme 


107! -30 





104 


-21 




i i i 




i i i 


Total 


1 








5792 


11.66! 0.00114.65! 24 


, 









*A growing degree day is a unit of heat available for plant growth. 
t can be calculated by adding the maximum and minumum daily temperatures, 
i y i d i ng the sum by 2, and subtracting the temperature below which growth 
3 minimal for the principal crops in the area (Threshotd : 40.0 cleg. F) 
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FROST Station : ROCKY FORD 2SE, 7167 
start yr, - 1918 end yr. - 1988 





__ 


Temperature 




Pp-obab i 1 i ty 


M "~ ' 

24F or lower 


28F or 1 ower 


32F or lower 




Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


April 22 


May 1 


May 14 


2 year in 10 later than 


April 18 


April 27 


May 10 


5 year in 10 later than 


April 10 


April 18 


May 1 


First freezing temperature 
i n f a 1 1 : August-Noy . 








1 yr in 10 earlier than 


October 13 


Septefnbpr 30 


September 20 


2 yr in 10 earl ier than 


October 17 


October 5 


September 25 


5 yr in 10 earlier than 


October 25 


October 13 


October 4 



GROWTH Station : ROCKY FORD 2SE, 7167 
start yr. - 1918 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


168 


156 


137 


8 years 


in 10 


174 


162 


143 


5 years 


in 10 


185 


1/4 


155 


2 years 


in 10 


197 


185 


166 


1 year 


n 10 


203 


191 


173 
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Station : ANTERO RESERVOIR, 0263 
-t yr. - 1961 end yr. - 1988 





Temperature 


Preci pi tat ion 




I ! !2 years in 10 






2 yrs in 10! 




! ! ! wi 1 1 have 


avg 




will have ! average 




. i i 


no. of 




i i f 


i > i 




>nth 


avg ! avg 1 avg 1 max 


m i n 


grow' r 


avg 


less! more! days with 




dai ly Idai ly! \ temp. 


temp. 


degree 




than! than! 0.10 inch 




max ! min ! 1 >than 


< than 


days* 


(in.) 


< in.) ! < in.) ! or more 


jary 


31.5! -3.61 14.0! 50 


-41 





0.17 


0.06! 0,27! 


ruary 


34.7! -0.9! 16.9! 53 


-35 





0.25 


0.10! 0.38! 


ch 


39.8! 7.1! 23.51 58 


-30 


1 


0,47 


0.19! 0.71! 1 


ii 


48.5! 17.6! 33.1! 65 


-12 


19 


0.54! 0.21! 0.85! 2 




59.3! 26.6! 43.0! 73 


8 


131 


0.87! 0.23! 1.36! 2 


e 


70. 1! 33.4! 51.7! 85 


21 


360 


1.06! 0.39 


1.70! 2 


V 


75.8! 39.8! 57.3! 85 


29 


550 


2.04! 0.86 


3.05! 5 


ust 


72,91 38.6! 55.81 82 


26 


488 


2.13 


0.94 


3.14! 5 


tember 


66.3! 30.8! 48.6! 78 


12 


267 


1.00 


0.39 


1.50! 3 


ober 


56.0! 19.3! 37.7: 72 


-5 


53 


0.73 


0.22 


1.15! 2 


ember 


41.11 7.7! 24.4! 63 


-27 


3 


0.36 


0.13 


0.57! 1 


ember 


32.2! -1.6! 15.3! 53 


-39 





0.33 


0.19 


0.46! 1 




' 












irly : 


i i i 












i i i 










, 


tverage 














< i i 










' 


.xtreme 


i ~ i i *" 
88! -54! ! 86 


-46 








, 








, 




i i i 




1 379 


Q CiR 


s ^ 


t? 4fi! ?4 




i i i 













*A growing degree day is a unit of heat available for plant growth. 
can be calculated by adding the maximum and minumurn daily temperatures, 
Mding the sum by 2, and subtracting the temperature below which growth 
minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : ANTERQ RESERVOIR, 0263 
start yr. - 1961 end yr. - 1988 





Temperature 


Probab i 1 i ty 


24F or lower 


28F or 1 


ower 


32F or 1 


ower 


Last freezing temperature 
in spring : March-June 












1 year in 10 later than 


June 22 


June 


26 


July 


1 


2 year in 10 later than 


June 16 


June 


23 


June 


29 


5 year in 10 later than-- 


June 6 


June 


15 


June 


25 


First freezing temperature 
in fall : August-Nov. 












1 yr in 10 earl ier than 


September 2 


August 


18 


August 


2 


2 yr in 10 earl ier than 


September 7 


August 


24 


August 


8 


5 yr in 10 earl ier than 


September 16 


September 


5 


August 


21 



GROWTH Station : ANTERO RESERVOIR, 0263 
start yr. - 1961 end yr, - 1988 



Daily Minimum Temperature 



Probabi 1 


ity 


* days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


"" "" "~ "" 

61 


47 


14 


8 years 


in 10 


68 


55 


24 


5 years 


in 10 


83 


70 


42 


2 years 


in 10 


97 


85 


61 


1 year i 


n 10 


104 


93 


71 



III 



Station : BAILEY, 0454 
t yr. - 1948 end yr. - 1988 





Temperature 


Prec i p i tat ion 




1 ; 


2 years in 10! 


2 yrs in 10 




1 1 


will have ! avg 


will have average 




i r 




!no. of 


i f 








nth 


avg ! avg ! avg 


max 


min Igrow'rt 


avg less! more days with 




dai 1 y ! dai 1 y ! 


temp. 


temp. 


degree 


! than! than! 0,10 inch 




max ! in i n ! 


>than 


< than 


days* 


< i n.) ! (i n.) \ ( i n . ) ! or more 


fary 


40.5! 8.3! 24.4 


61 


-27 


4 


0.33! 0.13! 0.51! 1 


uary 


43.2! 10.2! 26.7 


63 


-23 


6 


0.55! 0.25! 0.81! 2 


:h 


46.9! 15.0! 31.0 


67 


-16 


18 


1.07! 0.59! 1.50! 3 


1 


55.2! 22.3! 33.8 


73 


-7 


76 


1.68! 0.84; 2,49 4 




64.1! 30.5! 47.3 


80 


14 


242 


2.14! 0.85! 3.22! 5 





75.3! 37.3! 56.3 


90 


25 


480 


1.64: 0.76; 2.43! 4 


f 


79.9! 43.5! 61.7 


91 


33 


677 


2.66J 1.71! 3.52; 7 


JSt 


77.8! 41.8! 59.8 


90 


31 


606 


2.35! 1.00! 3.49! 6 


terob Gi- 


72.1! 33.6! 52.8 


87 


16 


390 


1.23! 0.47! 1.86 3 


bber 


62.3! 24.5! 43.4 


80 


3 


i58 


1.16! 0.32! 1.88 2 


ember 


48.7! 16.0! 32.4 


68 


-14 


20 


0,67! 0.25! 1.04 2 


ember 


41.7! 10.1! 25.9 


61 


-99 

.. 


5 


0.56! 0.20! 0.89! 2 




,' 








. i 




i - , 










rly : 










i i i 


1 ' 








1 ' 


verage 


59.0! 24.4! 41.7 


















xtreme 


95! -48! 


92 


-33 










otal 








2681 


16.04! 9. 83113.95 41 


1 ' 







*A growing degree day is a unit of heat available for plant growth. 
can be calculated by adding the maximum and minumum daily temperatures, 
ndtng the sum by 2, and subtracting the temperature below which growth 
minima! for the principal crops in the area (Threshold : 40.0 deg. F> 
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FROST Station : BAILEY, 0454 
start yr. - 1948 end yr. - 1988 







temperature 




Probabi i 1 ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


June 5 


June 19 


June 27 


2 year in 10 later than-- 


May 30 


June 14 


June 23 


5 year in 10 later than 


May 19 


June 5 


June 16 


First freezing temperature 
in fa 1 1 : August-Nov. 








1 yr in 10 earlier than 


September 14 


August 28 


August 16 


2 yr in 10 earlier than 


September 18 


September 2 


August 21 


5 yr in 10 earlier than 


September 26 


September 11 


September 1 



GROWTH Station ; BAILEY, 0454 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


87 


"""* ~" ~ 

67 


41 


8 years 


in 10 


96 


75 


51 


5 years 


in 10 


111 


90 


69 


2 years 


in 10 


127 


105 


88 


1 year 


n 10 


135 


113 


97 
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J Station : GRANT, 3530 
-t yr. - 1363 end yr. 



1988 





Temperature 


Prec i p i tati on 




1 




2 years in 10 




!2 yrs in 10! 










wi 1 I have 


avg 




will have ! average 












no. of 




' U n f 












onth 


avg 


avg 


avg 


max min 


grow ' n 


avg 


less! more! days w i th 




da i 1 y 


da i 1 y 




temp. temp. 


degree 




than ! than ! 0. 10 i nch 




max 


m i n 




"'than <. than 


days* 


(in.) 


( i n . ) ! < i n, ) ! or more 


uary 


33.5 


8.7 


21.1 


51 -18 





0.44 


0.17! 0.61}! 1 


ruary 


37.2 


9.3 


23.5 


54 -17 





0.52 


0,u4\ 0.76; 2 


ch 


42.5 


14,7 


28.6 


Cl -11 


5 


1.03 


0.56: 1.44: 3 


il 


50.5 


21.5 


36.0 


68 ~3 


40 


1.34 


0.30! 1.82! 4 




60.5 


29.5 


45.0 


76 14 


183 


1.72 


0.56! 2.67! 4 


e 


70.8 


36.1 


53.4 


84 


25 


404 


1.51 


0.80! 2.261 4 


V 


75.8 


42.0 


58.9 


85 


32 


586 


2.41 


1.41; 3,31! 7 


ust 


72.9 


40.7 


56.8 


83 


30 


520 


2.44 


1.48! 3.30! 7 


tember 


65.9 


33.5 


49.7 


83 


16 


305 


1.33 


0.73! 1.85! 4 


ober 


56.5 


25.7 


41.1 


73 


4 


111 


1.13 


0.39! 1.75! 3 


ember 


41.3 


16.1 


28.7 


60 


-8 


e 


0.79 


0.31! 1.20! 2 


ember 


33.4 


10.2 


21.8 


51 


-16 





0,79 


0.42! 1.11! 2 


















1 ' 


irly : 
















1 ' 


















iverage 


53.4 


24.1 


38.7 










, , 










I I 


xtreme 


37 


-30 




86 


-24 








; ! 


*otal 












2160 


15.44 


8.51119.42! 43 








*"* ~~ 





*A growing degree day is a unit of heat available fnr plant growth, 
can be calculated by adding the maximum and minumum daily temperatures, 
aiding the sum by 2, and subtracting the temperature below which growth 
minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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FROST Station : GRANT, 3530 
start yr. - 1963 end yr. - 1988 







Temperature 




Probabi 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


May 29 


June 21 


June 29 


2 year in 10 later than 


May 25 


June 16 


June 25 


5 year in 10 later than-- 


May 18 


June 7 


June 19 


First freezing temperature 
i n fal 1 i Augus t-Nov. 








1 yr i n 10 earl i er than-- 


September 14 


September 1 


August 13 


2 yr in 10 earlier than 


September 18 


September 5 


August 19 


5 yr in 10 earlier than 


September 28 


September 14 


September 1 



GROWTH Station : GRANT, 3530 
start yr. - 1963 end yr. - 1983 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


92 


65 


48 


8 years 


in 10 


100 


73 


56 


5 years 


in 10 


115 


89 


72 


2 years 


in 10 


129 


105 


87 


1 year i 


n 10 


137 


113 


96 
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TAPS Station : HOLLV, 4076 

start yr. - 1918 end yr. - 1988 





Temperature Prec i pi tat ion 




| 




2 years in 10 


12 yrs in 10 




! 




wi 1 1 have 


avg ! will have average 




\ 






no. of 


i i ( 


i 








Month 


avg ! avg 


avg 


max 


mi n 


grow'nl avg I less! more <Jays with 




dai 1 y Idai 1 y 




temp. 


temp , 


degree 


! than! than 0.10 inch 




max ! m i n 




>than 


Cthan 


days* 


(in.) .' <in.) 1 <in. ) or more 


January 


45.2 1 , 13.2 


29.2 


74 


-15 


18 


0.35! 0.15! 0.72! 1 


February 


51.1! 18.3 


34.7 


79 


-8 


53 


0.371 O.Hi 0.681 3 


March 


58,7! 25.4 


42.1 


85 


1 


162 


0.77! 0.18! 1.29! 2 


Apri I 


69,2! 36.5 


52.8 


92 


16 


398 


1.261 0.36! 2.02! 2 


May 


77.9! 47.2 


62.6 


98 


27 


&9G 


2,41! 1.08! 3.691 4 


June 


88.7! 57.6 


73.1 


105 


41 


973 


2,54! 0.88! 3.90; 4 


July 


94.1! 63.1 


78.6 


107 


50 


1171 


2.15! 0.9U 3.201 4 


August 


92.1! 60.8 


76.5 


105 


42 


1109 


2.07! 0.79! 3.20! 3 


September 


84.2! 50.9 


67.5 


101 


30 


835 


1.351 0.41! 2.24! 2 


October 


73.2! 37.3 


55.3 


93 


18 


484 


1.01! 0.25! 1.98! 1 


November 


57.5! 23.5 


40.5 


81 


3 


117 


0,47! 0.18! 0.90! 1 


December 


47.21 16.1 


31.6 


74 


-8 


24 


0.34! 0,10; 0.65i 















- , i i 


Yearly : 












i i i 












i i i 


Average 


89.9! 37.5 


53.7 
















. * * 


Extreme 


no; -28 





108 


-18 








i i i 


Total 










6044 


15.08! 9.87M8.58! 25 


i 




















, I 1 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and m in urn urn daily temperatures, 
dividing the sum by 2, an<l subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold ; 40,0 deg. F> 
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FROST Station : HOLLY, 4076 
start yr, - 1918 end yr. - 1988 







Temperature 




Probabi ! i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


April 22 


May 5 


May 14 


2 year in 10 later than 


April 17 


April 29 


May 9 


5 year in 10 later than 


April 7 


April 18 


April 30 


First freezing temperature 
i n f a 1 1 : August-Nov. 








1 yr in 10 earl ier than - 


October 5 


September 28 


September 18 


2 yr In 10 earlier than 


October 12 


October 4 


September 24 


Syr in 10 ear! ier than 


October 25 


October 16 


October 4 



GROWTH Station : HOLLY, 4076 
start yr. - 1918 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


""~ "~ 
163 


149 



135 


8 years 


in 10 


171 


157 


142 


5 years 


in 10 


186 


173 


155 


2 years 


in 10 


201 


188 


168 


1 year 


n 10 


208 


196 


175 
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TAPS Station : LAMAR, 4770 

start yr, - 1918 end yr, - 1988 





Temperature ! 


Prec i p i tation 




2 years in 10! 


\2 yrs in 10 




will have ! avg 1 

_ M fc i ," 


! will have average 


Month 


avg avg avg max ! imn igrow'n avg 


less! more days with 




daily daily temp.! temp.ldegree 


than ! than 0. 10 inch 




max min >thanl <thanldays* (in. 


) (in. ) ! (i n.) ! or more 


January 


45.1 14.0! 29.5! 73 ; -15 ! 19 i 0.42! 0.15! 0.77! I 


February 


51.5; 19,6! 35.6! 79 ! -71 60 ! 0.41! 0.12! 0.70! 1 


March 


58.9! 26,4! 42.6! 85 ! 1 ! 176 ! 0.90; 0.32! 1.44! 2 


Apr i 1 


69.7! 37.1; 53.4! 92 ! 17 ! 411 ! 1.24! 0.37! 2.05! 3 


Hay 


78.5! 47.6! 63.0! 98 


30 ! 714 ! 2.45,' 1.04! 3.71! 4 


June 


89.0! 57.7! 73.4! 105 


42 ; 1000 ! 2.17; 0.89! 3.26! 4 


Ju ly 


94,5; 63.2! 78.9! 107 


51 ! 1201 ! 2.23 


I 0.96! 3.31! 4 


August 


92.4! 61.3; 76.8 


105 


48 


1140 


1.98 


! 0.75! 3.00' 3 


September 


84. 5! 51.6! 68.0 


101 


32 


847 


1.15 


! 0.40 


1.82 


f* 


October 


72.7 


38.1 


55.4 


94 


21 


479 


0.89 


' 0.17 


1.59 


2 


November 


56.6 


24.3 


40.4 


81 


3 


119 


0.59 


0.14 


1.07 


1 


December 


46.7 


16.6 


31.6 


73 


-9 


24 


0.43 


0.12 


0,74 


1 

























Yearly : 










































Average 


70.0 


38,1 


54.1 





























Extreme 


ill 


-23 




107 


-17 




















Total 












6131 


14.86 


10.87 


17.83 


28 

















+A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold ". 40.0 deg. F) 
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FROST Station : LAMAR, 4770 
start yr. - 1918 end yr. - 1988 







Temperature 






Probabi 1 i ty 


24F or lower 


28F or lower 


32F or lower 


^_-^_^--, _ -_ ^. _ ^-~ ^_ _ ^ ._ 

Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


April 20 


April 29 


May 13 


2 year in 10 later than 


April 15 


April 24 


May 8 


5 year in 10 later than 


April 6 


April 14 


April 29 


First freezing temperature 

in f al 1 : August-Nov. 








1 yr in 10 earl ier than 


October 13 


October 3 


September 22 


2 yr in 10 earlier than 


October 18 


October 8 


September 27 


5 yr in 10 earlier than 


October 28 


October 18 


October 7 



GROWTH Station : LAMAR, 4770 
start yr. - 1918 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


174 


161 


136 


8 years 


in 10 


180 


167 


144 


5 years 


in 10 


192 


180 


159 


2 years 


in 10 


204 


193 


175 


1 year i 


n 10 


210 


199 


182 
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TAPS Station : PUEBLO WSO AP, 6740 
start yr. - 1954 end yr. - 1988 



Temperature ! Precipitation 

- 1 




! ! \2 years in 10! ! 12 yrs in 10! 




! ! 1 wi 1 1 have ! avg ! t wi 1 1 have i average 


; - . 


i 


- ! n o . of! 


I 


-.' number of 




r 


Month ; avg 


! avg ! avg max ! mm Igrow'n! avg i less! more! days with 




dai 1 y 


Idaily! temp.! temp, Jdegree ! I than' than! 0.10 inch 




max 


! min ! >than! <than!days* I (i n.) 1 ( in.) ! (in.) ! or more 


January 


45.0 


! 14.0! 29.5! 72 -17 ! 27 i 0.301 0.11! 0,461 1 


February 


50.4 


! 19.4! 34.9! 76 -8 54 0.30! 0.111 0,47; 


March 


56.5 


! 25.9! 41.21 80 138 0.75! 0.291 1.131 2 


Apr) 1 


67,0 


! 35.7! 51.3! 87 15 357 0.951 0,25,' 1.55! 2 


Hay 


76.3 


! 46.0! 61.1! 94 30 655 1,45; 0.62! 2.15! 3 


June 


87.4 


! 54.6! 71.0! 102 ! 42 ! 925 I 1.23! 0.43! 1,90.' 2 


Ju f y 


92.6 


! 61.21 76.9! 104 ! 51 ! 1144 ! 1.96! 0.39! 2,87; 4 


August 


89.6 


! 59.3 


74,4 


102 


48 


1067 ; 2.01 


0.93; 2,94! 3 


September 


81.4 


; so.i 


65.7 


97 


32 


789 I 0.82 


0.251 1.33! 1 


October 


70.3 


37.1 


53.7 


89 


20 


431 


0.80 


0.18 


1.37 


1 


November 


55,9 


1 24.3 


40.1 


79 





116 


0.47 


0.12 


0.77 


1 


December 


47.7 


16,8 


32.2 


74 


-11 


33 


0.36 


0.09 


0.62 


1 
























/early ; 










































Average 


68.3 


37.0 


b2.7 





























Extreme 


106 


-28 





10 r . 


-21 





















Total 












5740 


11.39 


6.92 


14. Gl 


21 

















*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the iiiaximum and minimum daily temperatures, 
dividing the sum by , and '.attracting the temperature below which growth 
is minimal for the principal crops m the area (Threshold : 40.0 deg, F) 
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FROST Station : PUEBLO W50 AP, 6740 
start yr. - 1354 end yr. - 1988 





__,~_ _ _ .^, _ >_ J -__ fc ___ 


Temperature 




Probabi 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


April 20 


April 21 


May 12 


2 year in 10 later than 


April 16 


Ami 23 


May 7 


5 year in 10 later than-- 


April 6 


April 16 


April 27 


First freezing temperature 
in- f a N : August-Nov, 








1 yr in 10 earlier than 


October 13 


October 4 


September 23 


2 yr in 10 earl ier than 


October 18 


October 9 


September 29 


5 yr in 30 earlier than 


October 28 


October 18 


October 9 



GROWTH Station : PUEBLO WSO AP, 6740 
start yr. - 1954 end yr. - 1988 



Daily Minimum Temperature 



Probab i 1 1 ty 


# days > 24F 


$ days > 28F 


# days > 32F 


9 years in 10 


170 


163 


139 


8 years in 10 


178 


169 


148 


5 years in 10 


193 


180 


164 


2 years in 10 


209 


191 


181 


1 year in 10 


216 


197 


189 
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TAPS Station : RYE, 7315 

start yr, - 1948 end yr. - 1987 





Temperature ' Precipitation 




2 years in 10! ! !2 yrs rn 10! 




will have ! avg ! ! will have I average 


Month 


avg avg avg max .' min Igrow'n! avg ! less! more days with 




daily daily temp.! temp. !degree ! ! than.' than 0.10 inch 




roa* min >than! <than!days* ! (i n. ) ! < in.) ' (in.) or more 


January 


42.8 12.6 27,7! 65 ! -17 ! 15 ; 0.94! 0.31! 1.55! 2 


ebruary 


45.5! 14.7! 30.1! 67 ! -13 ! 22 ! 1.10! 0.48; 1.75! 2 


larch 


50.5! 20.3! 35.4! 72 ! -6 ! 58 i 1.93! 0.83! 2.87! 3 


\pr i 1 


60.1! 29.1! 44.6! 81 ! 6 ! 193 ! 2.37! 1.131 3.68! 4 


lay 


68.6! 37.5! 53.1! 86 21 ! 408 ! 2.97! 0.98! 4.61! 5 


! une 


78.5 


45.3! 61.9! 94 32 G54 ! 1.75! 0,65! 2.66! 4 


ul y 


82.8 


51.0! 66.9! 95 40 833 ! 3.16! 1.57! 4.54! 6 


ugust 


79.0 


49.4! 64.2! 93 38 756 ! 3.C1! 1.42! 4,73! 6 


eptember 


73.5 


42.2! 57.8! 89 25 518 ; 1.50,' 0.67! 2.28! 3 


ctober 


64.0 


32.4! 48.2! 83 ! 12 


270 ! 1,45! 0,43! 2.28.' 3 


ovetnber 


51.4 


21.6! 36,5! 72 ! ~5 


67 ! 1.25! 0.54! 1,92! 2 


?c ember 


44.9 


15.4! 30.1 67 


-12 


19 


0.99 


0,21 


1.59 


2 






1 














t a r 1 y .' 




' 






~" 











1 














Average 


61.8 


qi f\ ' dfi d 












__ 


















i 














Extreme 


too 


i 

-30! 96 


-22 










_ 










Total 




, , 




3813 


22. 6L 


14.44 


27.01 


42 




, , 





*A growing degree day is a unit of heat available for plant growth. 
, can be calculated by adding the maximum and minumum daily temperatures, 
viding the sum by 2, and subtracting the temperature below whjch growth 
, minimal for the principal crops tn the area (Threshold : 40.0 deg. F) 
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FROST Station : RYE, 7315 

start yr. - 1948 end yr. - 1987 







Temperature 




Probabi 1 it/ 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring ; March-June 








1 year in 10 later than 


May 10 


May 23 


June 13 


2 year in 10 later than 


May 5 


May 18 


Jbne 7 


5 year in 10 later than 


April 25 


May 9 


May 26 


First freezing temperature 
i n f al 1 : August-Nov. 








1 yr in 10 earlier than 


September 27 


September 18 


September 10 


2 yr in 10 earl ier than 


October 3 


September 24 


September 15 


5 yr in 10 earlier than 


October 14 


October 5 


September 25 



GROWTH Station : RYE, 7315 

start yr. - 1948 end yr. - 1987 



Daily Minimum Temperature 



Probabi 1 i ty 


# days > 24F 


# days > 28f 


# days > 32F 


9 years in 10 


HO 


122 


95 


8 years in 10 


148 


130 


104 


5 years in 10 


162 


145 


120 


2 years in 10 


176 


160 


136 


1 year in 10 


184 


168 


145 



III - 80 



FAPS Station : CRIPPLE CREEK, 1973 
start yr. - 1948 end yr. - 1984 



Temperature ' P*"0 


a p i tat 


i on 






; 


1 1 

2 years in 10! ! '2 yrs 


in 10; 








; ; 


wi 1 J have ! avg ' ' w i J 1 


have i 


average 




, i 


' nrt nf ' ' 


i 




of 


Month avg 


avg J avg I 


max ! min Igrow'n! avg ', less 


morel 


days wf 


th 




daily! 


dai ly i ! 


temp, i temp. I degree ,' ! than ! 


than! 


0,10 inch 




max ! 


min I ! 


>than I < than [days* ! (in . ) 1 (i n . > ! 


(in,) I 


or more 




nuary 


31.4! 


8.7! 20,0! 


54 ; -21 i ; 0.31; 0.101 


0.41! 







bruary 


36.01 


13.21 24.6,' 


57 ! -17 2 ! 0.41! 0.20! 


o.eo; 


1 




rch 


38.5; 


14.5! 26,51 


56 ! -8 1 0.99! 0.45! 


1.46! 


3 




ri J 


47.4! 


21.9! 34.7! 


66 -3 46 1.18; 0.74; 


1.56! 


4 




y 


54.7! 


30.5; 42.6! 


72 14 141 2.25; 1.95! 


2.531 


6 




ne 


65.7! 


39.91 52.8; 


78 23 389 1.73! 1.33'. 


2.12! 


5 




ly 


72.6! 


46.4: 59.5! 


82 33 605 3.07! 1.61J 


4.35! 


7 




3ust 


70.8! 


45.5! 58. U 


81 37 562 2.95, 1 1.65,' 


4.10; 


7 




Jtember 


66.5; 


38. 7i 52.6! 


78 24 400 0.63! 0.34! 


. 89 ! 


3 




tober 


55.1! 


28.9 


42.0! 


71 


10 


127 


0.44; 0.25; 


0.74! 


1 




'ember 


42.01 


17.1 


29.5! 


60 


-12 


14 


0.53; 0,11.' 


0.85! 


1 




ember 


34.91 


10.7 


22.81 


53 


-54 





0.32 


0.14! 


0.47,' 


I 






, 










, 


' 






rfy : 


r 










t 






" I 












1 








i 


















verage 


51.3! 


26.3 


33.8 



































-QR 


83 


-Rfi 
















', 


















otal 




, 




2287 


14.81 


3.17113.84 


39 




! 


, 





*A growing degree day i& a unit of haat available for plant growth, 
can be calculated by adding the maximum and mmumum daily temperatures, 
iding the sum by 2, and subtracting the temperature below which growth 
minimal for the principal crops in the area (Threshold : 40.0 deg. F) 



III - 3! 



FROST Station : CRIPPLE CREEK, 1973 
start yr. - 1948 end yr. - 1984 







I emperaiure 






Probabi 1 i ty 


24F or lower 


28F or lower 


32F or 1 


ower 


Last freezing temperature 
in spring : March-June 


,_ . , 








1 year in 10 later than 


June 11 


June 4 


June 


14 


2 year in 10 later than 


June 4 


June 4 


June 


11 


5 year in 10 later than 


May 20 


June 3 


June 


7 


First freezing temperature 
in f al 1 : August-Nov. 










1 yr in 10 earl ler than 


September 20 


September 9 


September 


1 


2 yr in 10 earl ler than 


September 24 


September 16 


September 


7 


5 yr in 10 earlier than 


October 2 


September 29 


September 


19 



GROWTH Station ; CRIPPLE CREEK, 1973 
start yr. - 1948 end yr. - 1984 



Daily Minimum Temperature 



Probab i 


lity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


102 


90 


73 


8 years 


in 10 


112 


96 


83 


5 years 


in 10 


133 


108 


101 


2 years 


in 10 


153 


121 


119 


1 year 


in 10 


163 


127 


128 
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TAPS Station : ALAM05A NSO AP, 0130 
start yr. - 1948 end yr. - 1988 



Month 



Temperature I Precipitation 








~ ( ~. 

2 y e a r s i n J .' 
will have ,' avg ' 


2 yrs in 10 
wi 1 f have 


average 
number of 
days with 
0.10 fnch 


avg 
daily 


avg 
da i 1 y 


avg 


iDO. or t 
max 1 mini grow ' n ! avg 
temp. ', temp , I degree ' 


less! more 
than ! than 



ebruary 
larch 


40.3,' 5.41 22.91 60 ! -21 ! 1 
48.2! 15.5; 31.8; 67 I -8 \ 11 


; 0.27: 0,11; o.4i; o 

; 0.39, 1 0.35; 0.61! I 


pr i 1 


58.1! 23.5; 40.8; 74 ! 4 ! 98 


I 0.50! 0.19; 0.78; 1 


ay 


67.6! 33.0; 50.3; 84 ! 16 1 325 


; 0.68! 0,191 1.08? 1 


une 


77.9! 41.41 59.6! 89 


28 573 


0.57! 0.17! 0.93! 1 


ul y 


81.9; 47.9,' 64.9! 90 


37 771 


1.13! 0,49! 1.68! 3 


jgust 


79.31 45.5 


62.4! 88 


33 694 


1.10! 0.61 


1.53! 3 


3ptember 


73.5; 36.4 


54.9! 85 


21 448 


0.76! 0.23 


1.26! 2 


tober 


62.71 24.7 


43.7! 77 


6 


159 


0.66 


0,19 


1.09 


1 


member 


47.3! 11,6 


29.5! 66 


-14 


6 


0.38 


0,10 


0.64 


1 


'cember 


36.3.' 0.3 


18.3; 56 


-27 





I 0.36 


0.10 


0,63 


a 




i 


i 






I 








ar 1 y : 


i 


*~ ~ ~ i " 














F 


i 














Average 


"* 1 

59.0! 23.6 
i 






























Extreme 


93! -42 


; 91 


-35 





















Total 


i 


i 




3088 


! 7.06 


4.41 


8.31 


15 


! 


! 





*A growing degree day is a unit of heat available for plant growth. 
can be calculated by adding the maximum and minumum daily temperatures, 
/iriing the sum by 2, and subtracting the temperature below which growth 
minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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FROST Station : ALAMOSA WSO AP, 0130 
start yr. - 1948 end yr. - 1988 







Temperature 




Probab i 1 f ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


May 21 


June 10 


June 21 


2 year in 10 later than 


May 17 


June 5 


June 17 


5 year in 10 later than-- 


May 10 


May 25 


June 7 


First freezing temperature 
i n f a 1 I : August-Nov . 








1 yr in 10 earlier than 


September 18 


September 8 


August 2? 


2 yr in 10 earlier than 


September 22 


September 12 


September 1 


5 yr in 10 earlier than 


September 29 


September 20 


September 9 



GROWTH Station : ALAMOSA WSO AP, 0130 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probab i 


1 ity 


* days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


115 


95 


73 


8 years 


in 10 


120 


101 


80 


5 years 


in 10 


129 


112 


93 


2 years 


in 10 


139 


123 


106 


1 year 


in 10 


144 


129 


113 



IV - 2 



TAPS Station : ARBOLES, 0307 
start yr. - 1958 end yr. - 1964 





Temperature ! Precjpi tation 

I ^ 






i 

i 


_ ( 

12 years in 10! .' 12 yrs in 10,' 








! will have I avg .' I will have ! average 










- 1 n o . o 


f 1 ' _ __ 


-! number of 






i "" """"" 




Month 


avg 


avg avg 


I max ! mm Igrow'n! avg ,' /ess! more! days with 




da i 1 y 


daily 


! temp. ! temp. ! degree 1 ! than! than.' 0. 10 inch 




max 


mm ,' 


! Hhan 


<than!days* ' (in. ) I < in. ) ! ( in.) ' or more 


January 


39.8 


8.1! 24.0! 54 


-20 ! ! 0.61! 0.31! 0.86! 2 


February 


45.3 


18,5! 31.9! 63 


-4 


12 1,10! 0.821 1.36! 3 


March 


51.2 


23.0! 37.1 


! 70 


5 


51 K32; 0.711 2,33! 5 


Aprr 1 


64.8 


29.5! 47.1 


; 79 


14 


226 1.14! 0.61! 1.60! 3 


May 


74.8 


38.4! 56.6 


! 87 


24 


515 0.30; 0.28! 0.61 ! 1 


June 


85.1 


46.6! 65.8 


; 94 


35 


775 0.36! 0.19! 0.63; 1 


Ju 1 y 


89.0 


52.7! 70.9 


; 97 


41 


946 0.581 0.45! 0.69i 2 


August 


86.3 


52.41 69.4 


! 96 


40 


910 1,56! 0.51! 2.41 


4 


September 


78.8 


45.3! 62.0 


; 91 


31 


657 I.37I 0.76! 1.90 


4 


October 


67.2 


34.4! 50.8 


; 89 


19 


355 


2.161 1.591 2.69 


4 


November 


52.3 


23.61 37.9 


67 


-1 


49 


0,77; 0.28! 1.17 


2 


December 43.8 


14.8,' 29.3 


59 


-17 


j 


0.82! 0.331 1.23 


2 




*" t 








, , 




/early : 




| 









, , 






1 












Average 64.9 


_ _ ( 
32.3! 48.6 








> i 










' ! 


Extreme 98 


-27! 


98 


-25 




, , 









Tota I 




1 


, , 


4497 112.061 5. 66114.46 


33 













*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : AR80LE5, 0307 
start yr. - 1958 end yr. - 1964 







Temperature 




Probab i 1 i ty 


24F or lower 

,__ ~ ,-. . ^ -, _ 


28F or lower 


32F or lower 


Last freezing temperature 
in spring I March-June 








1 year in 10 later than-- 


April 29 


May 17 


May 29 


2 year in 10 later than 


April 28 


May 13 


May 25 


5 year in 10 later than 


April 26 


May 4 


May 18 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 ear her than 


October 20 


October 1 


September 20 


2 yr in 10 earlier than-- 


October 24 


October 6 


September 25 


5 yr *n 10 earlier than 


October 31 


October 16 


October 4 



GROWTH Station : ARBQLCS, 0307 
start yr. - 1958 end yr. - 1964 



Daily Minimum Temperature 



Probab i 


lity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


156 


137 


119 


8 years 


in 10 


159 


143 


124 


5 years 


in 10 


167 


155 


134 


2 years 


in 10 


174 


167 


144 


1 year 


in 10 


177 




173 


149 



IV - 4 



TAPS Station : PAGOSA SPRINGS, 6258 
start yr. - 1907 end yr. - 1988 



Temperature 


! Prec ipi tat 


ion 








i 


2 years in 10,' 


J !2 yrs in 10; 






i 


Wl 


1 have 


! avg 


i i 


1 J have i 


average 


Month avg 


avg 


avg 


max I mm 


iflO, OT 

! grow ' n 


avg ; less! more! 


number 
days w i 


01 

th 


dail 


y dai 1 


y 


temp, ! temp. 


degree 


! than! than! 


0.10 inch 


max 


min 


/"than! <than 


days* 


(in.) ! (in. 


>!<in.)! 


or more 




January ! 38.0,' 1.5,' 19.7; 


55 


! -30 


o ; 


1.951 0,59! 3.06: 


5 




February ! 42.4! 6.5! 24.4! 


59 


; -26 , 


I ! 


1.41! 0.48! 2.18! 


4 




March i 48.3! 15.3! 32.11 


67 


; -12 ; 


11 ; 


K59I 0.63! 2.39! 


4 




A P ri J ! 59.0! 23.3; 41.5! 


75 


; 6 ; 


94 ; 


1.37; 0.621 2.02: 


4 




Ma V 68.3! 29.91 49.11 


R3 


; is : 


279 1 


i.ie; 0.35; 1.82; 


3 




Jur e 78.5; 36.31 57.41 


90 


; 23 ; 


508 I 


0.93! 0.27! 1.51,' 


2 




July 83. 0! 45.3; 64.2! 


9? 


31 : 


736 ! 


1.84; 0.77! 2.741 


5 




August 80.8 


! 44.3! 62.6; 


91 


31 ; 


672 ,' 


2.42! 1.25! 3.43! 


6 




September 74.3 


! 36.4 


I 55.3! 


88 


21 ; 


438 ! 


1.79! 0,60; 2.82! 


4 




October 63.6 


! 26.2 


! 44.9; 


79 


9 ; 


171 ; 


2.361 1.02 


; 3.75; 


4 




November 49.9 


; 15.4 


! 32.7! 


66 


; -10 : 


10 ; 


1.311 0.48 


! 2.01! 


3 




Dec- ember 


39.8 


5.1 


22.4! 


59 


-24 ; 


i : 


1.82! 0.74 


2.73i 


4 










1 


J "~ r 


1 






Vear 1 y ; 








r 
I 












i 






Ave rage 


60.5 


23.8 


42.2 - 




I 











1 




Extreme 


98 


-46 


94 


-33 




a 











, 




Total 






, 


1 


2920 119.94! 13. 73 


23.40 


48 








1 


| 


1 




' 




1 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minuniom daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
Js minimal for the principal crops in the area (Threshold : 40.0 deg. F) 



IV - 5 



FROST Station : PAG05A SPRINGS, 6258 
start yr. - 1907 end yr. - 1988 







Temperature 




Probab i I i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


June 11 


June 26 


June 30 


2 year in 10 later than 


June 5 


June 20 


June 27 


5 year in 10 later than 


May 23 


June 9 


June 20 


First freezing temperature 
i n f al 1 : August-Nov, 








1 yr in 10 earl ier than 


September 16 


September 5 


August 17 


2 yr in 10 earlier than 


September 21 


September 10 


August 24 


5 yr in 10 earlier than 


October 1 


September 19 


September 5 



GROWTH Station : PAGOSA SPRINGS, 6258 
start yr. - 1907 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


lity 


1 

# days > 24F 


if days > 28F 


# days > 32F 


9 years 


in 10 


84 


60 


42 


8 years 


in 10 


94 


71 


52 


5 years 


in 10 


114 


91 


70 


2 years 


in 10 


134 


111 


89 


1 year 


in 10 


144 


121 


99 



IV - 6 



TAPS Station : STATE TURKEY EXP FAR, 7928 
start yr. - 1948 end yr. - 196J 

! Temperature 



Precip f tat ion 



1 
1 


, 


2 years 


in 10 


; 


12 yrs in 10.' 






1 
1 


i 


wi M 


^ave 


! avg 


; wi J 1 have .' 


average 




I 


i 






Ino. of 




i r 


number 


of 




j 






I t 


Month ,' avg avg 


avg I 


max I 


m in 


Igrow ' n 


avg .' J ess! more .' 


days w i 


th 


! dai ly Idai ly . 


; 


temp. I 


temp. 


degree ', 


I than ! than I 


0.10 Jnch 


! max ! min 


1 
1 


>thanl 


<than 


days* I 


(in.) I dn.>;(in.> ! 


or more 




'anuary 


42. i; 8.6; 


25.3! 


58 ; 


-18 


! 


2.40! 0.89; 3.66; 


6 




ebruary 


45.3! 10.7! 


28, o; 


6i ; 


-17 1 


t. i 


1.23; 0.67; 1.72; 


4 




larch 


50.5! 17.2! 


33.8! 


69 ; 


-6 ; 


11 ; 


1.34! 0.34! 2.13; 


4 




pr i I 


61.2! 24.2; 


42.7; 


76 


7 


104 ; 


1.33; 0.72; 1.95; 


4 




ay 


70.5! 31.4,' 


51.0! 


87 


13 


294 ! 


1.44; 0.47; 2.24; 


3 




une 


81.4! 36.3! 


58.91 


93 


24 


458 


0,60; o.is; 0.95; 


1 




LT 1 y 


86.71 44.91 


65.8,' 


95 


31 


630 


1.90J 0.741 2.061 


4 




ugust 


84.9! 42.8! 


63.8.' 


94 


32 


609 


2.07! 1.08,' 2.94,' 


5 




epternber 


79.8! 35.5; 


57.61 


93 


24 I 


449 


1.19! 0.22; 1.93! 


3 




ctober 


67.5 


27.2; 


47.3! 


82 


10 ! 


214 ! 


1.73 


0.3SJ 3.04: 


3 




o vember 


52,1 


16. 1,' 


34.i; 


69 


-9 ! 


is ; 


1.12 


0.27 


1.80; 


2 




scember 


43.1 


9.3 


26.2 


59 


-16 





1.53 


0.52 


2.36! 


3 


















iarly : 






















Average 


63.8 


25.4 


44.6 - 































Extreme 


98 


-26 





95 


-25 























Total 




, 


l 


, 


, 


2786 ',17.92 


10.01 


21.85 


42 






4 


, 


, 


, 


' 



*A growing degree day is a unit of heat available for plant growth, 
t can be calculated by adding the maximum and minumufn daily temperatures, 
ividing the sum by 2, and subtracting the temperature below which growth 
5 minimal for the principal crops in the area (Threshold : 40.0 deg, F) 



IV - 7 



FROST Station : STATE TURKEY EXP FAR, 7928 
start yr. - 1943 end yr. - 1961 



Temperature 



Probab i 1 i ty 


24F or 1 


ower 


28F or lower 


32F or 1 


ower 


Last freezing temperature 
in spring : March-June 












i year in 10 later than 


June 


7 


June 12 


June 


29 


2 year in 10 later than 


May 


31 


June 10 


June 


26 


5 year in 10 later than 


May 


17 


June 6 


June 


19 


First freezing temperature 
r n f all : August-Nov. 












1 yr i n 10 earl ier than 


September 


19 


September 9 


August 


29 


2 yr in 10 earlier than 


September 


23 


September 13 


September 


2 


5 yr in 10 earlier than 


October 


1 


September 21 


September 


9 



GROWTH Station : STATC TURKEY EXP FAR, 7928 
start yr. - 1948 end yr. - 1961 



Daily Minimum Temperature 



Probab i 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


95 


84 


63 


8 years 


in 10 


105 


90 


67 


5 years 


in 10 


123 


102 


74 


2 years 


in 10 


142 


114 


82 


1 year 


n 10 


152 


120 


86 



IV - 8 



TAPS Station : BLANCA, 0776 
start yr. - 1948 end yr. - 1988 



Month 





Temperature 


! Precipf tat 


Ion 


'; 


12 years 


in 10 


,' | 


\2 yrs 


in 10! 




! wi 1 1 


lave 


! avg ! 


; will 


have ,' 


average 








!no. of! 


i 


i 


number of 




i 








1 


i 


avg 


I avg 


avg 


max ! 


min 


' <j r o w ' n i avg 


! fess! 


more J 


days with 


dai ly 


! da i I y ! 


temp, i 


temp. 


degree ', 


' than .' 


than! 


0.10 inch 


max 


! min 1 


>tharr.' 


<than 


days* I (in.) 


: < i n . > : 


C i n . ) ! 


or more 



January 34.31 0.8! 17.8! 53 ! -27 ! ! 0.26! 0,09! 0.48,' 


February 40.4! 7.8! 24.11 59 ,' -16 ! 1 .' 0,26,' 0.10! 0.44,' 


March 48.1! 16.61 32.41 68 J -4 .' 12 <' 0.42! 0.16,' 0.70! 1 


April 58.0! 24.4! 41.21 78 , r 6 ,' 78 ! 0.50! 0.13! 0.82,' i 


May 67.7! 32.9! 50.3! 81 ; 15 ! 234 ! 0.95,' 0.27,' 1.59? 2 


June ! 77.8! 41.11 59.5! 90 ', 23 I 420 ! 0.711 0.18! 1.20! 2 


July ; 82.4! 47.2! 64. 8i 91 ,' 37 I 548 ,' 1.33! 0.79! 1.811 4 


August ! 79.7 


45.0 


62.3 


89 


34 478 1.40 


0.73! 1,99! 4 


September 


72.8 


36.8 


54.8 


85 


21 304 0.81 


0.25? 1.38! 2 


October 


62.2 


25.8 


44.0 


77 


7 115 0.63 


0.22! 1.00 


2 


November 


47.8 


14.6 


31,2 


66 


-9 10 0.34 


0.13! 0.63 


1 


December 


37.1 


3.8 


20.4 


56 


-23 0.31 


0.11! 0.53 


1 














( 




Nearly ; 






























Average 


59.1 


24.7 


41,9 



















q? 


"8 






?9 










J 












Tota 1 












1.13 1.19 


20 




















' 


1 ' 



*A growing degree day is a unit of heat available for plant growth, 
t can be calculated by adding the maximum and minumum daily temperatures, 
lividing the sum by , and subtracting the temperature below which growth 
s minimal for the principal crops in the area (Threshold : 40.0 deg. F) 



IV - 9 



FROST Station : BLANCA, 0776 
start yr. - 1960 end yr. - 1988 







Temperature 




Probab i 1 i ty 


24F or lower 


28F or iower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


May 26 


June 8 


June 23 


2 year in 10 later than 


May 21 


June 3 


June 18 


5 year in 10 later than 


May 11 


May 24 


June 9 


First freezing temperature 
in fa 1 1 : August-Nov. 








1 yr i n 10 earl i er than 


September 16 


September 8 


August 29 


2 yr in 10 earlier than 


September 21 


September 13 


September 2 


5 yr in 10 earlier than 


September 31 


September 22 


September 1 1 



GROWTH Station : BLANCA, 0776 
start yr. - 1960 end yr. - 1988 



Daily Minimum Temperature 



Probab i 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


107 


91 


73 


8 years 


in 10 


115 


99 


79 


5 years 


in 10 


129 


113 


92 


2 years 


in 10 


144 


128 


105 


1. year 


n 10 


152 


135 


112 



IV - 10 



TAPS Station : SAN LUIS 2 SE, 7430 
start yr. - 1980 end yr. - 1988 

' Temperature 



Prec ipi tat i on 



1 "" "* 












I 






1 





! 


2 years 


in 10 


! 


! ;2 yrs in 10,' 








1 




will 


have 


! avg 


i ! wi 1 1 have .' 


average 


Month avg 




F ~~ " 1 

! avg ! 


max ! 


min 


no. or 
grow' n 


' avg J less! more! 


number of 
days with 


dai 1 y 


dai 1 y 


i 


temp. ! 


temp. 


degree 


! than ! than \ 


0.10 


f nch 


max 


mi n 


i 


>than! 


<than 


days* 


( i n . ) ! ( i n . ) 1 ( i n . ) ! 


or more 


January 


37.1! 


0.7 


18.9; 


55 


-23 ; 


o : 


0.23! 0.04; 0.44! 







February 


39.6! 


7.6! 


23.6! 


59 


-20 ; 


i ; 


0.321 0.18; 0.67! 







March 


45.9! 


18.3! 


32.1,' 


63 


-7 ; 


n ; 


0.73! 0.53! 0.92! 


2 




Aprr 1 


55.7! 


23.6! 


39.6! 


72 ! 


5 ; 


85 ! 


1.08! 0.29! 1.711 


3 




May 


64.0! 


31.4! 


47.7! 


77 ! 


16 ; 


251 ; 


1.46! 0,91! 1.96: 


4 




June 


75.1! 


39.2; 


57.2! 


87 


26 


515 ; 


0.9i; 0.391 1.35! 


2 




Ju 1 y 


79.3! 


44.2! 


61.8! 


87 


34 


675 I 


1.52! 1,15; 1.88! 


4 




August 


76.5! 


43.5! 


60. 0! 


85 


32 


621 


1,93,' 1.26! 2.54; 


6 




September 


71.4! 


35.5; 


53.4! 


82 


19 


404 


1.21i 0.47! 1.84! 


4 




October 


58.7! 


24.0, 1 


41.3! 


74 


11 


105 


0.99; 0,41 


1.49; 


3 




November 


47.3! 


14.6! 


31.0! 


65 


-11 


12 


0.55! 0.23 


0.821 


1 




December 


38.4! 


5.7! 


22.1! 


55 


-23 





0.39 


0.17 


o.ss; 


1 






i i 




1 


Yearly : 










-- 










Average 


57.4 


24.0 


40.7 - 































Extreme 


89 


-27 





38 


-27 























Total 




, 








2679 11 . 34 


5.28 


13.56 


30 






, 











*A growing degree day ts a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg, F) 



IV - 11 



FROST Station : SAN LUIS Z SE, 7430 
start yr. - 1930 end yr. - 1988 







Temperature 




Probabi 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than-- 


June 14 


June 16 


June 27 


2 year in 10 later than 


June 6 


June 9 


June 23 


5 year in 10 later than 


May 22 


May 26 


June 14 


First freezing temperature 
i n fal 1 : August-Nov. 








1 yr i n 10 earl i er than 


September 18 


September 11 


August 21 


2 yr i n 10 earl ler than 


September 22 


September 15 


August 28 


5 yr in 10 earlier than 


September 30 


September 22 


September 10 



GROWTH Station : SAN LUIS 2 SE, 7430 
start yr. - 1980 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


ity 


* days > 24F 


# days > 28F 


1 days > 32F 


9 years 


in 10 


92 


88 


50 


8 years 


in 10 


101 


95 


60 


5 years 


in 10 


120 


110 


80 


2 years 


in 10 


138 


124 


100 


1 year i 


n 10 


148 


131 


111 




A 









IV - 12 



TAPS Station : NQRTHDALE, 5970 
start yr. - 1948 end yr. - 1988 



Temperature 



Free ipjtat ion 



Month 



January 

February 

March 

Apri I 

May 

June 

Ju I y 

August 

September 

October 





i 


i 
i 


!2 years 


in 10 


; 


12 yrs 


m 10; 






i 


1 


! will 


have 


avg 1 


: win 


have ! 


average 


avg 


i avg 


avg 


max i 


mi n ! 


no. or i 
grow'n! avg 


less ! 


i 
morel 


number of 
days with 


dai ly 


Ida! ly 




temp. ! 


temp. 1 


degree 1 


than ; 


than 1 


0.10 inch 


max 


! mm 




>thanl 


<thanl 


days* 1 (in.) 


(in.) i 


(in.) ! 


or more 



36.8 

41.1! 

48.2! 

59.1! 

69.41 

81.11 

86.7! 

83.91 

76.51 

64.2! 



9.3! 23,0! 

13.5! 27.3; 

21.5, 

27.41 

34.8! 
41.91 
50.31 
49.2! 
40.5; 
30,5! 



34.9! 

43.2; 

52.1! 

61.5! 
63.5, 1 
66.5! 
58.51 
47.4! 



53 

59 

67 

75 

85 

94 

96 

94 ; 
90 ; 

80 ! 



-23 
-18 

-5 
9 

19 
27 
36 
33 I 
25 I 
12 ! 




4 

30 
141 
375 



0.88! 0.27.' 1.42! 
0.741 0.23! 1.22! 
0.87? 0.24! 1.45! 

0.41; 1,31; 



0.84! 
0,93! 



0.37; 1.49? 



675 , r 0.44! O.Ii: 0.841 
869 I 1.35: 0.56! 2.02! 
822 ; 1.40! 0.55! 2.11! 
556 ! 1.24,' 0.491 2.06,' 
245 ,' 1.691 0.59: 2.94; 



3 
2 
3 

2 

3 

1 

3 
3 
3 
3 



November 
December 


! 48.8 
38.7 


! 20.4 
12.1 


34.6 
25.4 


; 66 

56 


-6 
-17 


27 
1 


1.13.' 0.41 
0.98! 0.25 


: 1.79: 2 
i.so; 3 




















, 


Yearly : 



















* 






















Average 


61.2 


29.3 


45.2 





























Extreme 


99 


-33 





97 


-26 





















Total 












3744 


,12,49 


Q.52 


15.08 


31 


. 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : NGRTHDALE, 5970 
start yr. - 1948 end yr. - 1988 







1 emperature 




Probab i 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


May 25 


June 7 


June 24 


2 year in 10 later than 


May 20 


June 1 


June 19 


5 year in 10 later than 


May 8 


May 21 


June 9 


First freezing temperature 
in f al 1 : August-Mow. 








1 yr in 10 earlier than 


September 17 


September 10 


September 1 


2 yr in 10 earlier than 


September 24 


September 16 


September 7 


5 yr in 10 earlier than 


October 8 


September 27 


September 17 



GROWTH Station : NORTHDALE, 5970 
start yr. - 1948 end yr, - 1988 



Daily Minimum Temperature 



Probab i 


1 ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


117 


99 


73 


8 years 


in 10 


126 


107 


81 


5 years 


in 10 


142 


124 


98 


2 years 


in 10 


158 


140 


114 


1 year 


in 10 


166 


149 


122 



IV - 14 



TAPS Station ; RICO, 7017 
start 



Month 



r , 


- 1948 


end yr. - 1988 
Temperature 




i 


Pre 


c ipp tat 


i on 






! !2 years 

i will 


in 10 

lave 


avg 


!2 yrs 


in 101 
have i 


average 


i 

i 

i 


avg 
dai ly! 
max ! 


avg ! avg ,' max 1 
dai ly! ! temp, ,' 
mi n ! I >thani 


mi n i 
temp, ! 
<than! 


grow'nf avg 

degree,' 
days* .' ( in.) 


.' less.' 
f than,' 
! ( i n . ) 1 


more ! 
than! 
< i n . ) ,' 


days with 
0.10 inch 
or more 



January 


38. 


Ji 4. 


3! 21. ( 


31 57 


; -24 


! 


; 2,5 


o: i.o 


1! 3,771 6 


February 


40. c 


! 6..' 


j; 23.: 


)! 57 


; -20 


; o 


! 2.0 


8! 0.3 


91 3.10; 5 


March 


43. C 


i 12.: 


31 27.' 


',' 61 


! -13 


i 


! 2.5 


61 1.3 


21 3.64! 8 


Apr i 1 


50.7 


! 20.3 


! 35. 5 


; 69 


! -2 


! 22 


! 1.9 


7; 1.2 


; 2.66; 6 


May 


60.8 


! 27. 


! 44.2 


! 77 


: 13 


; lie 


! 1.7 


3! 0.7< 


r. 2.63! 5 


June 


71.0 


! 33.1 


: 52.1 


! 84 


21 


; 269 


.' 1.3Z 


>: 0.55 


1 2.081 4 


Ju 1 y 


75.9 


! 39.7 


! 57.8 


! 86 


29 


; 421 


; s.oj 


; i.6E 


; 4.18; 9 


August 


i 73.6 


! 39.1 


I 56.3 


I 87 


28 


! 374 


1 3.06 


: 1,75 


! 4.22; 8 


September 


i 66.9 


! 32.3 


I 49.6 


81 


18 


; 219 


; 2.51 


: 0.94 


; 3.82; 6 


October 


58.7 


24.6 


; 4i.7 


76 


6 


; si 


; 2.3i 


; i.oo 


; 3.64: 5 


November 


46.5 


15.0 


; 30.7 


65 


9 


6 


; 2.17 


; i,06 


; 3.13! 5 


December 


39.9 


7.4 


23.7 


57 


-19 





2.44 


; 1.03 


3.641 6 


















1 


1 


















' 


t 




















* 




















1 




















'. 


Average 


















' 










ft? 


-?ft 








, 




















11 




















1 























*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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FROST Station ; RICO, 7017 

start yr. - 1956 end yr. - 1988 





Temperature 


Probab i 1 i ty 


24F or lower 


28F or 1 


ower 


32F or 1 


ower 


Last freezing temperature 












in spring : March-June 












1 year in 10 later than 


June 17 


June 


28 


July 


2 


2 year in 10 later than 


June 1 1 


June 


24 


June 


29 


5 year in 10 Jater than 


May 29 


June 


15 


June 


23 


First freezing temperature 












in f al 1 : August-Nov. 












1 yr in 10 earlier than 


August 31 


August 


23 


August 


5 


2 yr in 10 earlier than 


September 7 


August 


29 


August 


12 


5 yr in 10 earlier than 


September 20 


September 


10 


August 


25 



GROWTH Station : RICO, 7017 
start yr. - 1958 end yr, - 1986 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24f 


# dayb > 26F 


# days > 32F 


9 years 


in 10 


65 


47 


27 


8 years 


in 10 


77 


57 


35 


5 years 


in 10 


98 


76 


51 


2 years 


in 10 


120 


95 


67 


1 year i 


n 10 


132 


105 


76 



IV - 16 



TAPS Station : DURANGO, 2432 
start yr . - 19QO end yr. - 1988 





Temperature 




! Prec 


ip r tat 


i on 










2 years 


in 10 




2 yrs 


n 10; 












wi 1 1 


lave 


' avg ! 


will have ! 


average 


th 


avg 


avg 


avg 


.__ 
max ! 


- 
mm 


no. of i 
grow'n! avg 


less! 


more ! 


number of 
days with 




dai lyldai ly ! ! temp. ! 


temp. 


degree! ! than! 


than ! 


0.10 inch 




max ! mm ! ! >thanl 


<than, 


days* ! (in.) ! (in.) ! ( 


in,)! 


or more 



January 39. 6 ; jQ.4! 25.01 57 ! -15 ! 1 ! 1.63! 0.43; 2.591 4 


February ! 44.71 15.! 


3! 30.3! 62 ; -10 ! 5 .' 1.501 0.54! 2.32! 4 


March ! 51.7! 22,4! 37.0! 70 ! 2 ! 44 I 1.73; 0.65,' 2.701 5 


Apr i 1 


61.0! 28.9! 45.0! 77 I 13 ,' 175 I 1.391 0.53; 2.U; 3 


May 


70.2! 35.2! 52.7! 85 1 22 ! 402 ', 1.10,' 0.391 1.781 3 


June 


80.51 41.61 61.0; 93 ! 28 638 ! 0.80! 0.23! 1.40! 2 


July 


85.0! 49.9! 67.4! 95 ! 38 881 ,' 1.90! 0.88,' 2.79! 5 


August 


83.1! 48.8 


I 65.9! 93 ! 38 794 ! 2.301 1.131 3.321 5 


September 


76.5! 40.6 


! 58.5.' 89 ,' 22 585 \ 1.74 0.65,' 2.681 4 


October 


65.6 


31.1 


I 48.4 


81 ! 16 


283 1.90 


0.62! 3.12! 4 


November 


52.1 


21.3 


J 3G.7 


70 


2 


40 1.33 


0.451 2.21! 3 


December 


41.4 


13.0 


27.2 


60 


-10 


2 1.79 


0.651 2.87 


4 
















i 


















' 




Yearly : 






































Average 


b2.6 


29.9 


46.3 

























Extreme 


39 


-32 





95 


-18 

















Total 






i . i 


; 3848 19.11 


13.23 


22.38 


46 






t i i 


, 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : DURANGO, 2432 
start yr. - 1900 end yr. - 1988 







Temperature 




Probabi 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March -June 








1 year in 10 later than 


May 21 


June 2 


June 18 


2 year in 10 later than 


May 14 


May 27 


June 13 


5 year in 10 later than 


April 29 


May 15 


June 2 


First freezing temperature 

i n f al 1 : August-Nov . 








1 yr in 10 earlier than 


September 28 


September 19 


September 8 


2 yr in 10 earlier than 


October 5 


September 24 


September 13 


5 yr in 10 earlier than 


October 17 


October 3 


September 21 



GROWTH' Station : DURANGO, 2432 
start yr. - 1900 end yr. - 1968 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


123 


108 


86 


8 years 


in 10 


133 


116 


93 


5 years 


in 10 


152 


132 


108 


2 years 


in 10 


171 


148 


122 


1 year i 


n 10 


181 


156 

Mk -__ 


130 



IV - 18 



TAPS Station : PORT LEWIS, 3016 
start yr. - 1940 end yr. - 1988 





Temperature 




Free ip r tation 


1 




i i 

> i 

i i 

> i 

' i 


!2 years 

! wi II 


fn 1C 

have 


)! 
! avg 

N f 1 




12 yrs 
! will 


in 10! 

have ! 
i 


average 
number of 




i ~ i 


i 




i 


i 


Month ! avg 


I avg ! 


avg ! max ! 


mi n 


! grow ' n I 


avg 


! less! 


more! 


days with 


Ida! 1 y 


!dai ly! 


! temp . ! 


temp. 


.'degree I 




! than, 1 


than! 


0.10 inch 


! max 


.' mm ! 


! >than! 


<than 


Idays* I 


(in.) 


!<rnJ; 


<in.J,' 


or more 



January 


36.2! 8.9! 22.5! 53 I -19 f I 1.64,' 0.49! 2.641 4 


February 


39.9! 11.8! 25.8! 55 I -14 ! 1 ! 1.32! 0.50! 2.06,' 3 


March 


45.0! 18.21 31.6! 63 ! -6 ! 14 ! 1.54! 0.48J 2.41! 4 


Apri 1 


55.2! 25.4! 40.3! 70 


& 89 1.18! 0.57; 1.70! 3 


May 


65.0! 32.8! 48.9! 80 


16 279 1.061 0,40! 1.721 3 


June 


75.9! 40.3! 58.1! 89 


25 530 0.74! 0.15! 1.26! 1 


Ju iy 


80.5! 48.2! 64.4! 92 


37 733 2.13; 1.15! 3.00,' 5 


August 


77.8! 46.5! 62.2 


90 


34 


670 ! 2.17! 0.99 


3.19! 5 


September 


71.3! 39.3! 55.3 


83 


23 


443 ! 1.58! 0.78 


2.43! 4 


October 


61.0! 30.21 45.6 


76 


11 


190 .' 2.071 0.73 


3.47! 4 


November 


46.91 19.3! 33.1 


64 


-5 


17 ; 1.43 


0.52 


2.19! 3 


December 


38.2! 11.4 


24.8 


54 


-12 





1.57 


0.52 


2.44 


4 




1 



















/early : 


1 


















, 


















Average 


57.7! 27.7 


42.7 





































































Total 


1 








296G 


18.43 


10.78 


22.89 


43 


, 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : FORT LEWIS, 3016 
start yr. - 1940 end yr. - 1988 







1 emperature 




Probabi 1 ity 


_ _ _ ~. M _ - 

24F or lower 


23F or lower 


32F or lower 


Last freezing temperature 








in spring : March-June 








1 year in 10 later than 


June 5 


June 20 


June 24 


2 year in 10 later than 


May 30 


June 14 


June 20 


5 year in 10 later than 


May 18 


June 2 


June 12 


First freezing temperature 








in f al 1 : August-Nov . 








1 yr in 10 ear 1 ier than 


September 20 


September 10 


August 31 


2 yr in 10 earl ier than 


September 28 


September 17 


September 5 


5 yr in 10 earl ier than 


October 8 


September 30 


September 15 



GROWTH Station : FORT LEWIS, 3016 
start yr. - 1940 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 i ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years in 10 


103 


87 


~-_ _ *_ 

72 


8 years in 10 


111 


95 


78 


5 years in 10 


128 


112 


91 


2 years in 10 


145 


128 


103 


1 year in 10 


154 


136 


109 



IV - 20 



TAPS Station : IGNACIO 1 N, 4250 
start yr. - 1948 end yr. - 1988 

1 Temperature 



Preci p i tat ton 



! 


i i 

i i 


2 years in 10! ! 


!2 yrs 


in 10! 






i 



i i 
i i 


will 


have 


avg 




! wil 1 


have ! 


average 


Month avg j 3vg 


! avg ! 


max 1 


min ! 


grow'n 


avg 


! 1 ess 


' more! 


days 


wi th 


dai |y!dai ly 


i i 


temp. ! 


temp. ,' 


degree 




: than 


than ! 


0.10 


inch 


max ! min 


i 


>than! 


(than! 


days* . 


dnJ 


! (in.) 


< i n . ) f 


or more 


January i 39.3! 7.2 


23.2! 


57 ! 


-20 ; 


o ; 


1.3? 


! 0.37, 


2.15; 


3 




February i 44.7! 12.4 


28.6! 


62 ! 


-is : 


4 ! 


0.93 


! 0.31! 


1.49! 


3 




March ; 51.7! 19.9 


35.81 


70 ! 


-i ; 


30 ! 


1.19 


0.3U 


1.89; 


3 




A P ri 1 i 61.9! 26,1 


44.0! 


78 ! 


n ; 


154 ; 


0.95 


0.48! 


1.40! 


3 




M ay ! 71.9! 33.4! 


52.6! 


86 ; 


18 ; 


374 ! 


0.91 


0.25; 


1.48! 


2 




June J 83.0! 40.8! 


61.9! 


95 ; 


28 ; 


640 I 


0.52, 


0.12; 


0.90! 


1 




July 87.6! 49.2! 


68.4! 


97 ; 


37 ! 


849 ,' 


1.47! 


0.62! 


2.19; 


4 




August 84.8-' 47.4! 


66.11 


95 ; 


34 ! 


786 ! 


1.68! 


0.67; 


2.53! 


4 




September 77.5! 38.9! 


58.2; 


91 ; 


24 ; 


508 I 


1.381 


0.55; 


2.20! 


3 




October 66.1,' 29.7! 


47.9! 


82 : 


15 i 


238 ; 


1.61! 


0.41; 


2.721 


3 




November 


52.0 


19.5! 


35.7! 


69 


-1 


28 ! 


1.05! 


0.421 


1.63! 


3 




Decembe r 


42.1 


10.9! 


26.5! 

I 


61 


-13 


o ; 


1,18! 


0.35; 


1.85! 


3 








11 i i i i 


Yearly : 




I 


1 






1 


i 




1 










Average 


63.5 


28.0 


45.7 - 

































in? 







QR 


9Q 






































Total 












610 14 


.19 3.00 17 


.20 


35 














i ~ 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg, F) 
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FROST Station : IGNACIO 1 N, 4250 
start yr. - 1948 end yr. - 1988 







Temperature 




Probabi 1 i ty 


24F or lower 


28F or lower 


3F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


May 27 


June 6 


i r~ t r, 

june <^ 


2 year in 10 later than 


May 21 


June 1 


June 17 


5 year in 10 later than 


May 9 


May 22 


June 7 


First freezing temperature 
i n f al 1 : August-Nov. 








1 yr in 10 earl ier than 


September 23 


September 15 


September 1 


2 yr in 10 earlier than 


September 29 


September 20 


September 7 


5 yr in 10 earl ier than 


October 12 


September 29 


September 17 



GROWTH Station : IGNACIO 1 N, 4250 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


112 


-^ 

98 


76 


8 years 


in 10 


121 


106 


84 


5 years 


in 10 


138 


122 


99 


2 years 


in 10 


154 


137 


114 


1 year 


n 10 


163 


145 


122 



IV - 22 



TAPS Station : LEMON DAM, 4934 
start yr. - 1982 end yr. - 1988 





Temperature ' Precipitation 

i 




i r 

r i 


!2 years in 10! ! !2 yrs in 101 




i i 

I i 


will have ! avg ! ,' wi 1 1 have ', average 








Month 


avg 1 avg 1 avg 
dai 1 y !dai 1 y ! 


max ! min Igrow'n! avg .' Jess! more! days with 
temp.! temp.! degree! ! than, 1 than! 0.10 inch 




max ! min i 


! >thanl <than!days* ! (in.) .' d n.) ! < in.) ! or more 


January 


41.11 7.51 24.3 


; 59 -17 ! ; 1.46! 0.52! 2.23! 3 


February 


41.4! 9.21 25.3 


I 59 -18 ! 2 ! 2,54! 1.40! 3.54! 6 


March 


46.9! 15.3! 31.1 


; 63 -5 7 ! 3.08! 2.01! 4.05! 7 


Apri 1 


53.6! 23.4! 38.5 


; 70 4 64 ! 2.09! 1.22! 2.87! 5 


May 


62.9! 32,41 47.6 


! 77 21 248 ! 1.36! 0,75! 1.90! 4 


June 


72.8! 39.7! 56.2 


; 82 30 488 ! 1.381 0.41! 2.16! 4 


Ju 1 y 


78.2! 45.5! 61.8 


! 87 


37 


676 ! 3.03! 2.17! 3.831 7 


August 


77.1! 45.8! 61.4 


! 86 


36 


664 ! 3.75! 2.07! 5.24! 11 


September 
October 


68.3! 37.8! 53.1 
57.61 28.4! 43,0 


82 
72 


26 
14 


395 
137 


3.36 
3.08 


2.24! 4.33 
2.01! 4.06 



7 


November 


44.3! 19.3! 31.8 


65 


1 


15 


4.48 


3,04! 5.80 


S 


December 


38.2! 11.4! 24.8 


53 


-7 





3.29 


1,43! 4.87 


7 




, . 










, 




Yearly : 


- 










, 




| 1 










, 




Average 


1 > 

56.9! 26. 3! 41.6 










, 













, 


Extreme 


09: -2G; 


88 


-20 






, 








1 




Total 


; ; 






2696 


32.90 


15.94136.87 


77 


"~ i > 







*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F> 
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FROST Station : LEMON 0AM, 4934 
start yr. - 1982 end yr. - 1986 







Temperature 




Probab i 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 








1 year in 10 later than 


May 17 


May 27 


June 25 


2 year in 10 later than 


Hay 15 


May 23 


June 19 


5 year in 10 later than 


May 10 


May 18 


June 7 


First freezing temperature 
in f al 1 : August-Nov. 








1 yr in 10 earlier than-- 


September 22 


September 14 


September 5 


2 yr in 10 earlier than 


September 29 


September 17 


September 8 


5 yr in 10 earlier than 


October 13 


September 24 


September 15 



GROWTH Station : LEMON DAM, 4934 
start yr. - 1982 end yr. - 1988 



DaHy Minimum Temperature 



Probab i 1 


i ty 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


118 


105 


80 


8 years 


in 10 


123 


111 


87 


5 years 


in 10 


133 


123 


99 


2 years 


in 10 


143 


134 


111 


1 year i 


n 10 


149 


141 


117 



IV - 24 



TAPS Station : VALLECITO DAM, 8582 
start yr. - 1948 end yr. - 1988 

Temperature 



Precip i tat ion 



! 12 years in 


10! ! !2 yrs in 10! 










r 
i 


will 


have 


! avg ! ! will have I average 

I /i r I I I f- 


Month 


avg 


avg 


avg 


max 


- - .no. or i i- - i nunioe 
mm igrow'n! avg ' less! more! days 


r 01 

with 




dar 1 


y dai ly 




temp. ( 


temp. !degree! I than! thanl 0.10 


inch 




max 


min 





>than; 


,than!days* ! (in .) ! ( in.) ! (i n.) 1 or more 


January 


! 37. G! G.3 


21.9! 


54 ! 


-22 ! ! 2.46! 0.79,' 3.83; 5 


February 


! 41.0! 8.4 


24.7; 


57 ; 


-20 ! 1 ! 1.85; 0.70! 2.61! 4 


March 


46.3! 16.4 


31.4! 


64 ; 


-]0 


! 13 ! 2.32! 0.93! 3.50, f 6 




Apr! 1 


56.3! 24.9 


40.6! 


72 ; 


5 


; 90 ; 1.79; 1.04; 2.45; 4 




May 


65.0! 32.6! 


48.8; 


so ; 


19 


! 279 ; 1.53! 0.63! 2.29! 4 




June 


76.0! 39.9! 


57.9! 


89 ; 


27 


! 538 ,' 1.00! 0.29! 1.61,' 2 




Ju 1 y 


! 81.1 


! 47.2! 


64.11 


90 ! 


37 


! 748 ; 2.55! 1.291 3.65; 6 




August 


i 78.7 


! 45.9! 


62.3! 


89 ; 


36 


! 691 I 2.96! 1.56! 4.19.' 7 




September 


72.6 


! 39.1! 


55.9! 


86 ; 


26 


I 477 ,' 2.37! 0.81! 3.67! 5 




October 


62.2 


1 30.4! 


46.3! 


78 : 


14 


! 219 ; 2.69! 0.67! 4.42! 4 




November 


48.4 


; 20.3; 


34,4! 


67 ; 


-1 


! 25 .' 2.15! 0.83; 3.26; 4 




December 


39.7 


! 11.8 


25.8! 


57 : 


-12 


! i 2.58! 0.93,' 3.95 


5 






1 ' 


, 




Yearly : 


1 
















Average 


58.7 


26.9 


42.8 - 




















Cxtreme 


92 


-35 





91 


-26 








Total 






3080 26.26 17.66 32.07 


56 













*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40,0 deg. F) 
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FROST Station : VALLECITO DAM, 8582 
start yr. - 1948 end yr. - 1988 







Temperature 





Probabi \ i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 









1 year in 10 later than 


May 26 


June 12 


June 23 


2 year in 10 later than 


May 20 


June 6 


June 18 


5 year in 10 later than 


May 10 


May 26 


June 9 


First freezing temperature 
i n f al 1 : August-Nov. 








1 yr in 10 earlier than-- 


September 27 


September 16 


September A 


2 yr in 10 earlier than-- 


October 3 


September 21 


September 9 


5 yr In 10 earlier than 


October 14 


October 1 


September 18 



GROWTH Station : VALLECITO DAM, 8582 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi ! 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


121 


_ _ 
98 


79 


8 years 


in 10 


128 


106 


86 


5 years 


in 10 


140 


121 


100 


2 years 


in 10 


153 


135 


114 


1 year i 


n 10 


159 


143 


122 



IV - 26 



TAPS Station : HERMIT 7 ESE, 3951 
start yr. - 1948 en d yr. - 1988 

Temperature 



Precipitation 



: ! 12 years in 


10! ! 12 yrs in 10', 


' ! ! wi 1 1 have 


I avg ! ! will have I average 


Month ! avg I avg ! avg I max ! min .'grow'n! avg ! fess! morel days with 


!dai ly.'dai ly! ,' temp,! temp, ! degree! ! than! than,' 0,10 inch 




max ! min ! ! >than.' <than!days* ! (in.) ! (i n.) ! Oin.) ,' or more 


January 


29.4! -6.8! 11.3! 48 I -36 


! 0.82! 0.35! 1.39! 2 


February 


33.3! -3.5,' 14.9! 51 ! -31 


! I 0.65! 0.23! 1.08: 2 


March 


37.4! 3.6! 20.5! 55 ! -22 


I ! 1.15! 0.47! 1.83! 3 


Apr i 1 


47.2! 15.2! 31.21 65 ! -6 


! 8 ! 1.26! 0.60! 1.82! 3 


May 


59.5! 24. 1! 41.8! 74 10 


99 1.07! 0.49: 1.621 3 


June 


70.4! 30.0! 50.2! 83 18 


307 0.75! 0.41! 1.20! 2 


July 


75.0! 37.2! 56.1! 86 25 


508 2.3i: 1.19! 3.29! 7 


August 


72.6! 36.3! 54.4! 82 24 


448 2.121 1.10! 3.01! 7 


September ! 67.5 


28.2! 47.8! 80 ! 14 


! 238 I 1.331 0.65! 2.06! 4 


October ! 58.4 


18.9! 38.6 73 ! 1 


! 49 ! 1.68! 0.63,' 2.71! 3 


November 


43.2 


6.8 


25.0 


63 


-20 





1.081 0.35! 1.73! 2 


December 


31.6 


-4.3 


13.7 


50 


-32 





1.15! 0.471 1.88! 2 


















Yearly : 






























Average 


52.1 


15.5 


33.8 




















<n 






R7 


oq 
















J 






Total 












1657 


15.36 10.14 18.90 40 












. 





*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40,0 deg. F) 
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FROST Station ; HERMIT 7 ESE, 3951 
start yr. - i948 enc yr. - 1988 







Temperature 




Probab i 1 i ty 

__ _ .. _^ ______* M *_.*.____*_ <_. _ . _ _-__ _ 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March- June 








1 year in 10 later than-- 


June 28 


June 30 


July 2 


2 year in 10 later than 


June 23 


June 28 


June 30 


5 year in 10 later than 


June 13 


June 23 


June 28 


First freezing temperature 

i n f al 1 : August-Nov. 








1 yr in 10 earlier than 


August 27 


August 6 


July 30 


2 yr in 10 earlier than 


September 1 


August 12 


August 4 


5 yr in 10 earlier than 


September 10 


August 24 


August 14 



GROWTH Station : HERMIT 7 ESE, 3951 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi [ 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


37 


27 


4 


8 years 


in 10 


46 


34 


12 


5 years 


in 10 


65 


48 


29 


2 years 


in 10 


83 


62 


45 


I year i 


n 10 


93 


63 


54 



IV - 28 



TAPS Station : WOLF CREEK PASS i E, 9181 
start yr. - 1958 end yr. - 1988 



Month 



Temperature 




1 Prec 


p i tation 




! 2 years 


in 10 


i 1 !2 yrs 


n lOi 




t 
i 


will 


have 


; avg ! 

._ f i 


will have 


average 




1 






.no. or, 






number of 


avg 


avg 1 avg 


max ! 


mi n 


Igrow'n 


avg 


less! 


more 


days with 


dai ly 


dai ly! temp. 1 


temp. 


! degree 




than! 


than 


0.10 inch 


max 


mm ! ! >thanl 


<than 


days* 


(in.) (in.)!( 


i n. } 1 or more 



January I 31.0! 4,3! 17.71 53 ! -21 I 3.46! 1.14! 5.37! 6 


February ! 31,11 5.5! 18.3! 51 ! -18 ! 3.66! 1,46! 5,51! 6 


March ! 33.8! 9.8! 21.8! 53 i -13 ! 4.96! 2.45! 7.141 10 


April ! 40.6! 17.3! 29.0! 59 ! -4 : 5 3.03! 1.80! 4.13.' 6 


May 


50.7! 27,2! 39.0! 66 1 71 69 ! 1.93! 1.02! 2.38! 5 


June 


60.3! 34,5! 47.4! 73 19 ! 219 ! 1.84! 0,70! 2,90! 4 


July 


65.71 40.4! 53.0! 76 28 ! 373 ! 3.31! 1.88! 4.58! 9 


August 


63.7! 39.3! 51.5! 75 29 ! 344 ! 4.12! 1.99! 5,96! 10 


September 


56.5! 33.7 


45.1! 70 19 161 ! 4.37! 2.28! 6.201 7 


October 


48.2 


24.2 


36.2! 64 4 37 ! 4.54! 1.83! 7.111 6 


November 


37.9 


13.5 


25.7! 57 


-10 2 ! 4.02! 2.12! 5.69! 7 


December 


31.8 


5.9 


18.9 


! 59 


-17 


; o 


; 5.00 


; 1.65 


! 7.76! 8 




















1 


Yearly : 












~ 
























*- -. _ 


Average 


46.0 


21.3 


33.6 


























Extreme 


79 


-40 





76 


-24 


















Total 












1211 


44.23 


26.49 


50.95 86 














1 






1 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 



IV - 29 



FROST Station : WOLF CREEK PASS 1 E, 9181 
start yr. - 1958 end yr. - 1988 







Temperature 




Probabi 1 i ty 


24I\_or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March- lune 









1 year in 10 later than 


June 17 


June 22 


June 26 


2 year in 10 later than 


June 11 


June 18 


June 23 


5 year in 10 later than 


May 30 


June 10 


June 17 


First freezing temperature 
i n f aM : August-Nov. 








1 yr in 10 earlier than 


September 14 


September 5 


August 14 


2 yr in 10 earlier than 


September 20 


September 9 


August 20 


5 yr in 10 earlier than 


September 30 


September 17 


August 31 



GROWTH Station : WOLF CREEK PASS 1 E, 9181 
start yr. - 1958 end yr. - 1988 



Daily Minimum Temperature 



Probabi 1 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


81 


64 


39 


8 years 


in 10 


90 


72 


49 


5 years 


in 10 


106 


86 


68 


2 years 


in 10 


122 


101 


86 


1 year i 


n 10 


131 


108 


96 



IV - 30 



TAPS Station : CORTEZ, 1886 
start yr. - 1929 end yr, - 1988 

Temperature 



Precip i tat ion 



Month 









2 years 


in 10 




\2 


yrs 


in 10! 










will 


iiave ! 


avg 


I 


wi II 


have ! 


average 










i 


A 


t 




i 


L i 








~ 


i 


no . OT 


* 




i 


nuntoer or 


avg I 


avg , 


avg 


max ; 


mm ! 


grow'n 1 


avg ! 


1 ess! 


more I 


days wi th 


dai 1 y ! 


da i 1 y I 


, 


temp. ! 


temp . ,' 


d e g r e e 1 




:nan.' 


than! 


0.10 inch 



max 



mm 



>than! < than, 'days* I ( i n. ) I ( i n.) I (i n.) ! or more 



January 


40.61 12.5; 2G.6: 57 


-is ; 2 ; LOS; 0.37; i.64; 3 


February 


45.6! 13.0; 31.8! 64 


-9 ! 12 ! 1.02; 0.45! 1,581 3 


March 


52.7; 23.9; 38.3! 71 


2 


61 1.241 0.42! 2.00; 4 


Apri 1 


62.9! 30.5; 46.7! 79 


14 


225 0.99; 0.35; 1,52; 2 


May 


72.6! 38.3! 55.5! 87 


23 


481 0.891 0,26! 1.43! 2 


June 


83.3! 45.9! 64.6! 95 


29 


746 0.48; 0.12! 0.89! 1 


Ju 1 y 


88.6! 54.0; 71.3! 97 


42 


966 


i.21! 0.531 i.79; 3 


August 


86.3; 52.7! 69.5; 95 


41 


913 


1.55! 0.611 2.34! 4 


September 


78.9! 44.2! 61.61 91 


29 


640 


1.35 


0.66 


2.13; 3 


October 


67.3! 33.6! 50.4! 82 


17 


330 


1.47 


0.56 


2.43! 3 


November 


52.4; 22.4 


37.4! 69 


2 


51 


0.97 


0.36 


1.50! 2 


December 


42.7! 15.2 


28. g; 58 


-10 


4 


1.15 


0.48 


1.76! 3 








i 










I 


















1 


Yearly : 


















1 




















Average 


64.5 


32.6 





























Extreme 


101 


-31 


; 98 


-18 




















Total 






, 




4432 


13.36 


9.36 


15.80 


33 




, 


1 





*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 



IV - 31 



FROST Station ; CORTEZ, 1886 
start yr. - 1929 end yr. - 1988 







Temperature 




Probab i 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 


_ 






1 year in 10 later than 


May 11 


May 30 


June 11 


2 year in 10 later than 


May 6 


May 23 


June 6 


5 year in 10 later than 


April 26 


May 11 


May ?7 


First freezing temperature 
in fal 1 : August-Nov. 








1 yr in 10 earlier than 


October 6 


September 24 


September 16 


2 yr in 10 earlier than 


October 11 


September 29 


September 20 


5 yr in 10 earlier than 


October 21 


October 10 


September 30 



GROWTH Station : CORTEZ, 1886 
start yr. - 1329 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


1 ity 


# days > 24F 


# days > 28F 


* days > 32F 


9 years 


in 10 


142 


120 


104 


8 years 


in 10 


150 


129 


111 


5 years 


in 10 


165 


146 


125 


2 years 


in 10 


180 


164 


138 


1 year 


in 10 


188 


172 


146 



IV - 32 



TAPS Station : MESA VERDE NATL. PARK, 5531 
start yr. - 1948 end yr. - 1988 





Temperature 




1 Pre 
i 


c ip i tat 


i on 






! 12 years 


in 10 


I 12 yrs 


in 101 












will have ! 


avg 




will 


have ! 


average 


Month 


avg ! avg 


avg 


max ! 


i 
mm ! 


no, or 
grow'n 


avg 


less 


i 
more i 


days with 




da i 1 y 1 da i 1 y 




temp. ! 


temp. 1 


degree 




than 


than! 


0.10 inch 




max ! min ! ! >than! 


<thanl 


days* 1 ( in.) 1 ( in.) ! 


(in.)! 


or more 



January 


39. 


J! 18.8! 29.3! 56 1 -41 5 ; 1.82! 0.731 2.82! 5 


February 


43. 


11 21.9! 32.8! 61 1 ! 18 1 1.43! 0.491 2.28! 4 


March 


49.71 26.21 38.0! 69 1 71 69 1 1.69! 0.50! 2.65! 4 


Apri 1 


59. 


1 33.3! 46.5! 76 1 16 1 229 1 1.27! 0.58! 1.86! 3 


May 


70.2! 42.0! 56.1 


! 86 1 26 1 501 1 1.071 0,42! 1.72! 3 


June 


81.71 51.3! 66.5! 94 


36 1 777 ! 0,62! 0.131 1.09! 1 


July 


36.6 


1 57.4! 72.0 


! 96 


48 ! 983 1.92! 0.79! 2.88! 5 


August 


84.2 


! 55.61 69.9 


! 94 


46 1 920 1.88! 0.68! 2.871 4 


September 


77.1 


! 49.3! 63.2 


1 90 


34 692 1.34! 0.53! 2.211 3 


October 


65.1 


! 39.2! 52.2 


1 81 


21 385 1.76! 0.65! 3.04! 3 


November 


50.1 


! 28.0! 39.0 


! 69 


7 87 ! 1.45! 0.701 2.16 


3 


December 


41.1 


! 20.71 30.9 


! 58 


1 9 ! 1.74! 0.58 2.69 


4 






( 






, 




Yearly : 






























Average 


62.4 


37.0 


49.7 

















Extreme 


100 


-20 





97 -7 













Total 










4674 


17.98 11.64 22.27 


42 

















*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 



IV - 33 



FROST Station : MESA VERDE MAIL. PARK, 5531 
start yr. - 1948 end yr. - 1988 







Temperature 




Probabi 1 i ty 


24F or lower 


28F or lower 


32F or 1 ower 


Last freezing temperature 








in spring : March- June 








1 year in 10 later than 


May 1 


May 14 


May 26 


2 year in 10 later than 


April 26 


May 9 


May 22 


5 year in 10 later than 


April 16 


April 29 


May 13 


First freezing temperature 








in fa! 1 : August-Nov. 








1 yr in 10 earlier than 


October 19 


October 2 


September 24 


2 yr in 10 earlier than 


October 24 


October 9 


October 1 


5 yr in 10 earlier than 


November 3 


October 21 


October 13 



GROWTH Station : MESA VERDE NATL. PARK, 5531 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi I 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


166 


147 


128 


8 years 


in 10 


174 


156 


13S 


5 years 


in 10 


189 


172 


152 


2 years 


in 10 


204 


189 


168 


1 year i 


n 10 


212 


197 


176 



IV - 34 



TAPS Station : DEL NORTE, 2184 
start yr. - 1948 end yr. - 1988 



Month 





Temperature 


i 
i 


Precipitat ion 


1 

1 
1 


!2 years in 10 
! will have 


i 
I avg ! 


!2 yrs in 10! 
! will have ! average 


1 ~" 

avg ! avg 
dai ly!dai ly 


avg ! max ! mm 
! temp. ! temp. 


grow'n.' avg 
degree ! 


j tnumberof 

* less! more! days with 
! than ! than ! 0.10 i ncfi 



max 



mm 



>than! <than!days* ', <in.) I (in.) ! < in,) ! or more 



January 


35. G; 6.9! 21.2! 54 


! -18 


! 


; o.st 


5! O.K 


>; o.5< 


3; 1 


February 


40.9! 11.9! 26.4; 60 


! -12 


! 3 


! 0.3* 


5; o.j; 


?; 0.5- 


?! 1 


March 


48.6! 19.3! 33.9; 68 


1 -2 


! 28 


; o.6 


J! 0.2/ 


J 1.1; 


! 2 


Apri 1 


58.3! 26.8! 42.6! 75 


! 8 


! 129 


! 0.6' 


! 0.22 


; 1.21 


! 1 


May 


67.1! 34.9! 51.0! 82 


20 


! 343 


I 0.87 


! 0.31 


; 1.45 


! 2 


June 


75.6! 42.3! 59.0! 87 


30 


! 568 


: o.7i 


! 0.38 


! 1.11 


! 2 


July 


78.6! 48.3! 63.4! 88 


39 


! 726 


; 1.63 


! 0.75 


! 2.39 


: 5 


August 


76,7! 46.5! 61.6! 86 


37 


! 655 


; 1.64 


! 0.80 


! 2.36 


5 


September 


71.71 39.6! 55.61 83 


27 


; 464 


0.96 


I 0.31 


! 1.53 


! 3 


October 


62.3! 30.4! 46. 4,' 76 


13 


! 224 


0.84 


! 0.25 


: 1.44 


; 2 


November 


47.9,' 18.8; 33.3! 66 


b 


25 


0.55 


I 0.19 


! 0.92 


i 


December 


37.7; 9.5! 23.6! 56 


-14 


1 


0.55 


! 0.11 


! 0,89 


i 




i i i 
















1 r 1 
















1 1 
















i I 
















































































I I 































*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold : 40.0 deg. F) 



IV - 35 



FROST Station : DEL NQRTE, 2L84 
start yr. - 1948 end yr. - 1988 







1 emperature 




Probabi 1 i ty 


24F or lower 


28F or lower 

_ _ _ _ 


32F or lower 


"" 

Last freezing temperature 

in spring : March-June 








1 year in 10 later than 


May 16 


May 30 


June 13 


2 year in 10 later than 


May 10 


May 25 


June 8 


5 year in 10 later than 


Apn! 30 


May 15 


May 30 


First freezing temperature 

i n f all I August-Nov. 








1 yr in 10 earlier than 


September 29 


September 20 


September 8 


2 yr in 10 earlier than- 


October 4 


September 25 


September 13 


5 yr in 10 earlier than 


October 14 


October 3 


September 21 



GROWTH Station : DEL NORTE, 2184 
start yr. - 1943 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


132 


- ~ 
116 


91 


8 years 


in 10 


140 


123 


98 


5 years 


in 10 


154 


135 


112 


2 years 


in 10 


169 


148 


126 


1 year 


n 10 


177 


154 


133 



IV - 36 



TAPS Station : MONTE VISTA, 5706 
start yr. - 1948 end yr. - 1988 







Temp 


erature 






Precipi tat ion 




i 




2 yean 


> in 10 




! 2 y r s in 1 1 




', 




Wll I 


have 


avg 


i wi 1 1 have ! average 




i 








,- 


1 , i L 




i 










i- 1 number or 


Month 


avg 1 avg 


avg 


max 


mm 


grow' n 


avg ! less! more! days with 




dai 1 y !dai ly 




temp. 


temp. 


degree 


! than! than ! 0, 10 inch 




max ! min 




>than 


s than 


days* 


(in,) ! (in.) ! <in.) \ or more 


January 


34.2! 0.3 


17.2 


55 


-29 





0.24! 0.06! 0.401 


February 


39,41 6.4 


22.9 


58 


-19 


I 


0.221 0.07! 0.36! 


March 


48.4! 16.1 


32.3 


67 


-7 


16 


0.39; 0.12; o.6s; i 


April 


58.31 23.8 


41.0 


74 


5 


98 


0,481 0.16! 0.771 1 


May 


67.6! 32.7 


50.1 


81 


17 


318 


0.531 0.23! 0.98! 1 


June 


76.6! 39.7 


58.1 


88 


28 


530 


0.49! 0.14! 0,80! 1 


July 


80. 1! 46.1 


63.1 


89 


36 


709 


1.23; 0.57! 1.801 3 


August 


78.1! 44.4 


61.3 


87 


33 


639 


1.30! 0.54; 1.95! 4 


September 


72.9! 36.0 


54.5 


84 


22 


417 


0.85! 0.36! 1.35! 2 


October 


62.71 25.9 


44.3 


77 


10 


161 


0.651 0.181 1.11! 1 


November 


47.1! 13.7 


30.4 


65 


-11 


6 


0.36! 0.07! 0.63! 1 


December 


36.7! 3.7 


20.2 


55 


-19 





0.33! 0.05! 0.58; 1 














i 










"" 




i i i 




1 








~~ ^ 


i i i 














1 ' ' 














i i i 




i 










i i 


r 






3ft 






f i i 










01 




i i i 




i 










i i i 




i 










> i r 


T 4- t 


i 












1 < a t 


i 














i 










i i i 



*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops rn the area (Threshold : 40.0 deg. F) 



IV - 37 



FROST Station : MONTE VISTA, 5706 
start yr. - 1948 end yr. - 1988 







Temperature 




Probab i I i ty 


24F or 1 ower 


! 28F or lower 


:i?F ur 1 ower 


Last freezing temperature 








in spring : March-June 








1 year in 10 later than 


May 27 


June 10 


June 21 


2 year in 10 later than 


May 22 


June 4 


lune 16 


5 year in 10 later than 


May 13 


May 24 


lune 6 


First freezing temperature 








i n f al 1 : August-Nov. 








1 yr in 10 earl i er than-- 


September 18 


September 5 


August 25 


2 yr in 10 earlier than 


September 23 


September It 


August 30 


Syr in 10 earl isr than 


October 3 


September 20 


September 10 



GROWTH Station ; MONTE VISTA, 5706 
start yr. - 1948 end yr. - 1988 



Daily Minimum Temperature 



Probabi 


lity 


# days > 24F 


# days > 23F 


# days > 32F 


9 years 


in 10 


107 


90 


66 


8 years 


in 10 


114 


98 


76 


5 years 


in 10 


128 


114 


93 


2 years 


in 10 


141 


129 


111 


1 year 


in 10 


148 

. . 


137 


121 



IV - 38 



TAPS Station : GREAT SAND DUNES Nf 
start yr. - 1950 end yr. - 1988 



3541 



Month 


Temperature 


Prec i p i tat ion 


; 




2 years in 10 
will have 


avg 
no. of 
grow 'n 
degree 
Jays* 


avg 
(in.) 


2 yrs in 10! 
will have ! average 


avg ! avg 
dai ly !dai 1 y 
max 1 min 


avg 


max 
temp . 

>than 


mi n 
temp. 
<than 


1 ess ! more! days wi th 
than! than! 0. 10 inch 
( i n.) I ( i n.) ! or more 


January 
February 
March 
Apri 1 
May 
June 
July 
August 
September 
October 
November 
December 


35.0! 9.3 

39.1! 13.1 
46.1! 19.9 
56.2! 27.3 
66.0! 36.2 
76.5! 44.8 
80.7! 50.2 
77.8! 48.3 
71.6! 41.3 
60.6! 31.5 
45.8! 20.0 
36.71 11.5 


22.2 
2S.1 
33,0 

41.8 
51.1 
60.7 
65.4 
63.0 
56.4 
46.1 
32.9 
24.1 


53 
57 
65 
73 
80 
88 
90 
87 
83 
75 
67 
54 


-15 

-10 
-1 
6 
19 
30 
39 
36 
27 
14 
-4 
-10 


1 
2 
22 
125 
348 
616 
783 
711 
489 
216 
21 
1 


0.35 
0.29 
0.58 
0.71 
1,06 
0,87 
1.81 
1,92 
1.11 
0.79 
0.43 
0.35 


0.07! 0.57! 1 
0.101 0.451 1 
0.23! 0.87! 2 
0.27! 1.15! 2 
0.35! 1.65; 3 
0.20! 1.39! 2 
0.781 2,681 5 
0.92! 2.79! 5 
0.34! 1.85! 3 
0.26! 1.26', 2 
0.13! 0.70! 1 
0.121 0.56! 1 




r 












1 ' 


Yearly : 


i 












1 ' 


i 








"~ ~"~ 




, , 


Average 


i 

57.7! 29.4 


43.6 










1 ' 










i i 


Extreme 


96! -25 





91 


-18 






' ' 






i i 


Total 


1 








3336 


10.28 


5.72113, 17! 28 


' 









*A growing degree day is a unit of heat available for plant growth. 
It can be calculated by adding the maximum and minumum daily temperatures, 
dividing the sum by 2, and subtracting the temperature below which growth 
is minimal for the principal crops in the area (Threshold ; 40.0 deg. F> 



IV - 39 



FROST Station : GREAT SAND QUNES NM, 3541 
start yr . - 1950 end yr. - 1988 





Temperature 


La 
i 


Probab i ! i ly 


24F --ir lower ! U'oT (<\ ii-we 1 ' ! jpf or it-wer 


st freezing ten>p& ! ~Fi ture 
n spr ( ny ', Man. l>--iune 


1 




1 


year in 10 1 ater than- - 


May ia ! ^av 20 


June 13 


<~ 


yeai in 10 later than-- 


MtV/ I'i ' M;iy 21 


June IT 


S 


y*ar t n 10 later than 


Mfiy 3 ! Nay 15 


May 31 


Fi 


rst freezing temperature 
i n fa 1 1 : August-Nov, 








1 


yr i n 1ft earl i er than-- 


September 'tl2 


September 12 


September 5 


2 


yr in 10 eai 1 \ er than-- 


September 30 


September 19 


Sep tember 1 1 


5 


yr in 10 earlier l~han 


October 15 


October 


September C!L! 


1H 
t 


j tat ion : GRCAT SAND DUNES NM, 3b41 
yr . - 1950 find yi . - 1938 



Daily Minimum Temperature 



Probab i 1 i ty 


$ days s ' 4r~ 


# days > 28F 


# days > 32F 


9 years in 10 


126 


109 


83 


8 years in 10 


1.34 


118 


OB 


5 years in 10 


151 


134 


112 


2 years in 10 


167 


150 


131 


1 year in 10 


17G 


150 


142 



W - 40 



PS Station : SAGUACHE, 7337 
art yr, - 1948 end yr. - 1388 





Temperature 


Pree i p i tat ion 








2 years in 10 




!2 yrs in lOi 


lonth 








will have 


avg 
no . of 
grow ' n 
degree 


! will have ! average 


avg 

dai ly 


avg 
dai 1 y 


avg 


max 
temp. 


mi n 
temp. 


avg ! less! more! days with 
! than! than! 0.10 inch 




max 


mi n 




>than 


<than 


days* 


(in.) ! < in.) ! < in.) 1 or more 


luary 


35,6 


3.7 


19.6 


55 


-21 


1 


0.9! 0.08! 0.53! 1 


)ruary 


40.8 


9.8 


25.3 


59 


-14 


2 


0,23: 0.11 ! 0.401 


ch 


48.8 


17.4 


33.1 


67 


-0 


15 


0.40! 0.19; 0.641 1 


i 1 


58.6 


24.5 


41.6 


75 


3 


112 


0.58; 0.17! 0.94! I 





67.7 


33.1 


50.4 


81 


18 


326 


0.721 0.29! 1.19! 2 


le 


77.0 


40.8 


58.9 


88 


28 


559 


0.61! 0-26! 1.00! 1 


y 


81.0 


46.9 


63.9 


90 


38 


756 


1.53! 0.71! 2.24! 4 


ust 


78.6 


45.1 


61.9 


87 


34 


691 


1.55! 0.85! 2.17! 5 


tember 


72.9 


36.9 


54.9 


85 


23 


445 


0.81J 0.33! 1.28! 2 


ober 


62.9 


27.4 


45.1 


77 


10 


188 


0.75! 0.24! 1.31! 2 


ember 


47.8 


15.5 


31.7 


66 


-7 


13 


0.451 0.12! 0.79! 1 


ember 


37.4 


6.6 


22.0 


55 


-16 





0.36! 0.14! 0.62! 1 
i i i 
















i i i 


rly : 




"~ 










( _ ( _ ( _ _ 
i i i 














i i i "~ 

i - i 


Ye rage 


59.1 


25. G 


42.4 








i i i " 
i i i 








( | | 
1 1 1 


<treme 


93 


-34 




90 


-24 




~ | ( | ~ 
I 1 1 




1 "" 1 1 
< 1 1 


)tal 












3107 


, ~ 1 1 

8.28! 5.18110.33! 21 
i * i 













*A growing degree day is a unit of heat available for plant growth* 

an be calculated by adding the maximum and minumum daily temperatures, 

ding the sum by 2, and subtracting the temperature below which growth 

linimal for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : SAGUACHE, 7337 
start yr. - 1948 end yr. - 1388 







Temperature 




Probabi 1 i ty 


24 F or lower 


28F or 1 nwer 


32F or luwer 


Last freezing tempi? rat ore 








in spring r M arc h- June 








1 year in 10 1 ater than 


Mdy 26 


1 u n Q 1 


June Lr 1 .? 


2 year in 10 later than 


May 20 


June 2 


June 17 


5 year in 10 later than- 


May 8 


May 2? 


June 6 


first freezing temperature 








in fa 1 ! : August-Nov . 








1 yr in 10 ear ' i er than-- 


September 22 


September 1 1 


August 28 


2 yr in 10 earl i %{ than-- 


September 27 


September 1 & 


September 3 


5 yr m 10 earlier than-- 


October 7 


September 28 


September 14 



GROWTH Station : SAGUACHC, 7337 
start yr. - 1948 end yr. - 1988 



Daily Minjmum Temperature 



Probabi 1 


,ty 


# days > 24F 


# days > 28F 


# day& ', 32F 


9 years 


in 10 


109 


94 


70 


8 years 


in 10 


119 


10J 


79 


5 years 


in 10 


137 


119 


97 


2 years 


in 10 


156 


135 


n& 


1 year i 


n 10 


166 


144 


125 
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Station : SILVERTON, 7656 
tart yr. - 1906 end yr. - 1988 





Temperature 


Preci p i tat ion 




; ; 


2 years in 10! 


12 yrs in 10! 




! 




will have 


avg 


! will have ! average 










f 


i i i f 


*lonth 


avg 1 avg 


avg 


max 


mi n 


grow'n 


avg ! less ! more! days wi th 




da i 1 y ! daf 1 y 




temp. 


temp. 


degree 


I than! than! 0.10 inch 




max ! rnin 




/than 


<than 


days* 


( in.) ', ( i n.) ! ( i n.) ! or more 


luary 


33.9! -1.3 


1G.3 


52 


-28 





1.65! 0.65! 2.49! 4 


bruary 


36.5! 1.3 


18.9 


53 


-27 





1.73! 0.79! 2.54! 5 


rch 


40.1! 8.1 


24.1 


57 


-18 


1 


2.341 1.20; 3.34! 6 


ri ! 


47.1! 18.3 


32.7 


64 


~7 


13 


1.68! 0.95! 2.37! 5 


y 


57.41 26.3 


41.8 


72 


9 


104 


1.45! 0.72; 2.12! 4 


ne 


67.81 31.8 


49.8 


81 


20 


289 


1.44! 0.49! 2.331 4 


ly 


72.8! 37.8 


55.3 


84 


27 


467 


2.811 1.74; 3.77! 9 


gust 


70.4! 36.5 


53.5 


82 


24 


407 


3.05! 1.88! 4.10! 9 


ntember 


64.71 30.2 


47.5 


79 


16 


227 


2.72! 1.26! 3.98! 7 


tober 


55.0! 22,1 


38.5 


71 


2 


53 


2.38! 0.92! 3.72! 5 


/ember 


43.51 9,8 


26.7 


61 


-15 


1 


1.43! 0.60! 2.16! 4 


member 


35.3! 0,9 


18.1 


54 


-24 





1.85! 0.70! 2.81! 5 




t 










i i i 














i i i 


irl y : 


~~ ' 














i 












iverage 


52.1! 10.5 


35.3 








i i i 








-- i "~ i i " 
















xtreme 


"" J 

96! -39 





86 


-31 




i i i 




* i i i 














i i _ i . 


otal 


j 








1561 


24.53!16.16!29.12! 67 


i 










i p 










"'I 



*A growing degree day is a unit of heat available for plant growth, 
can be calculated by adding the maximum and minumum daily temperatures, 
iding the sum by 2, and subtracting the temperature below which growth 
ninimaf for the principal crops in the area (Threshold : 40.0 deg. F) 
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FROST Station : SILVERTON, 7656 
start yr. - 1906 ent yr. - 1988 







lemperature 




Probab i 1 i ty 


24F or lower 


28F or lower 


32F or lower 


Last freezing temperature 
in spring : March-June 


_..* _ P. , ____ 






1 year in 10 later than 


June 25 


June 30 


July 2 


2 year in 10 later than 


June 19 


June 27 


June 30 


5 year in 10 later than 


June 6 


June 21 


June 27 


First freezing temperature 
i n f a 1 1 : August-Nov. 








1 yr in 10 earlier than 


August 26 


August 12 


July 31 


2 yr in 10 earlier than-- 


September 2 


August 17 


August 5 


5 yr in 10 earlier than 


September 14 


August 29 


August 15 



GROWTH Station : SILVERTON, 7656 
start yr. - 1906 end yr. - 1988 



Dai ly Minimum Temperature 



Probabil 


ity 


# days > 24F 


# days > 28F 


# days > 32F 


9 years 


in 10 


48 


30 


9 


8 years 


in 10 


58 


39 


17 


5 years 


in 10 


77 


55 


32 


2 years 


in 10 


97 


71 


47 


1 year i 


n 10 


107 


79 


55 
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